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AMPLIFIERS 


In the following twenty-one pages you will find in-depth infor- 
mation on current autosound power amplifiers. Listings include 
installation restrictions, features, specifications, and prices. 
Specifications have been supplied by the manufacturers, and they 
have not been verified by CSR lab tests. We advise you not to 
base your entire purchasing decision on specs. 

Note that all prices listed in this guide are manufacturers’ 
suggested retail prices. also known as “list” prices. Actual sell- 
ing prices vary from dealer to dealer. 


ACOUSTIC RESEARCH 


GCS 80/40 80-Watt Power Amplifier 

4 channels; bridgeable. 80 W/ch rms, 120 W/ 
ch peak (2 ch); 40 W rms, 60 W peak (4 ch) 
into 4 ohms. Features auto power on/off, 
pulse-regulated power supply; overload pro- 
tection; thermal protector; speaker screw ter- 
minals; RCA input jacks. FR 10-80,000 Hz 
+3 dB; THD 0.2% at half power; S/N 100 dB; 
10% x 2542 x 822 in; 6.16 Ib....... $375 


Acoustic Research GCS 80/40 


a/d/s/ 


PQ20 400-Watt Power Amplifier 

Bridgeable 4-, 3-, or 2-channel power amplifi- 
er with discrete high-current output devices, 
600-W power supply. Features fully comple- 
mentary symmetry direct-DC-coupled Class 
AB design; high-density cast-aluminum chas- 
sis. 80 W/ch x 4, 200 W/ch x 2, or 200 W x 1 
+ 80 W/ch x 2 into 4 ohms from 20-20,000 
Hz with <0.05% THD. 2-ohm capable . $720 


PHI5 300-Watt Power Amplifier 

Bridgeable 6-, 5-, 4-, or 3-channel power am- 
plifier with discrete high-current output de 
vices; 600-W power supply. Features comple- 
mentary symmetry direct-bc-coupled Class 
AB design; high-density cast-aluminum chas- 
sis. 5O W/ch x 6, SO W/ch x 4 + 1OOW x 1, 


100 W/ch x 2 + 50 W/ch x 2, or 100 W/ch x 
3 into 4 ohms from 20-20,000 Hz with 
<0.05% THD. 2-ohm capable $600 


PQ10 160-Watt Power Amplifier 

Bridgeable 4-, 3-, or 2-channel power amplifi- 
er with discrete high-current output devices; 
350-W power supply. Features complemen- 
tary symmetry direct-Dc-coupled Class AB 
design; high-density cast-aluminum chassis 
40 W/ch x 4, 40 W/ch x 2 + 80 W x 1, or 80 
Wch x 2 into 4 ohms from 20-20,000 Hz 
with <0.05% THD. 2-ohm capable $460 


PH12 120-Watt Power Amplifier 

Dedicated 6-channel power amplifier with 
discrete high-current output devices and di- 
rect-bC-coupled Class AB biased design. 20 
W/ch x 6 into 4 ohms from 20-20,000 Hz 
with <0.3% THD, 35 W/ch into 2 ohms from 
20-20,000 Hz with <0.5% THD $330 


PSS5 80-Watt Power Amplifier 

Bridgeable 2- or single-channel power amphi- 
fier with discrete high-current output devices 
200-W power supply. Features complemen- 
tary symmetry direct-bc-coupled Class AB 
design; cast-aluminum chassis. 40 Wech x 2 
or 90 W mono into 4 ohms from 20-20,000 
Hz with <0.05% THb. 2-ohm capable . $280 


a/d/s/ F 


PQ8 80-Watt Power Amplifier 

Dedicated 4-channel power amplifier with 
discrete high-current output devices and di- 
rect-DC-coupled Class AB design. 20 W/ch x 
4 into 4 ohms from 20-20,000 Hz with <0.3% 
THD, 35 W/ch x 4 into 2 ohms from 20- 
20,000 Hz with <0.5% THD $210 


AIWA 


MA-6000 130-Watt Power Amplifier 

2 channels; bridgeable. 100 W/ch peak, 65 
W/ch into 4 ohms with 1% THD (2/ch); 220 
W peak, 120 W into + ohms from 20-20,000 
Hz with 0.5% THD (mono). Features DC-DC 
converter-type power supply; input sensitivity 
vaniable from 300 mV-2 V; direct battery con- 
nection; auto remote power-on. FR 10-60,000 
Hz; S/N 98 dB. 978 x 688 x 2! M6 in $250 


l 


fina 344-6000 


MA-3000 70-Watt Power Amplifier 

2 channels, bridgeable. 65 W/ch peak, 35 
W ch into 4 ohms with 1% THD (2/ch), 150 
W peak, 60 W into 4+ ohms from 20-20,000 
Hz with 0.5% THD (mono). Features DC-1¢ 


power supply; input sens 300 mV-2 V. auto 
remote power. FR 10-60,000 Hz, SN 94 dB 
Stlje x OSs x 2h ie in SISO 
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| ALPHASONIK 


| MA-2300 600-Watt Power Amplifier 


2 channels; bndgeable. 300-W/ch Class A 
stereo amp operates into 4 or 2 ohms. Fea- 
tures complementary symmetry circuitry; 
Permatect protection; continuously vanable 
low-level inputs (100 mV-1 V), high-eflicten- 
cy power supply using MOSFET technology, 
and current-mode — pulse-width-modulated 
voltage regulation. Bndgeable into mono for 
600 W rms. THD at rated output into 4 ohms 
0.01%; frequency response 20-20,000 Hz 
+0.5 dB; signal-to-notse ratio 98 dB... $990 
MA-2150. Same as MA-2300 except 150 
W-ch ms stereo, 300 W rms bridged . $550 
MA-2101. Same as MA-2300 except 100 W 
rms stereo, 200 W bndged mono and contin- 
uously vanable low- and high-level inputs 
COO MVEIO V) . < sisivicw sc cumes seons $435 
F-23. Optional fan for MA-2300 ..... $110 
MA-2070 140-Watt Power Amplifier 
2 channels; bndgeable. 70-W/ch power am- 
plifier with MOSFET switching-power-supply. 
Features complementary symmetry circuitry; 
continuously vanable low- or high-level input 
(100 mV-10V). Bndgeable into mono (140 W 
mms) without an adaptor, THD at rated power 
into 4 ohms 0.05%; frequency response 20- 
20,000 Hz +0.5 dB; signal-to-noise ratio 
greater than 90 dBi.i6.< ci ccssia sive $297 
MA-2050. Same as MA-2070 except 50 W/ch 
stereo and 100 W mms bndged ....... $220 
MA-2025, Same as MA-2070 except 25 W/ch 
rms stereo and 50 W rms bndged .... $138 


MAS-1100 100-Watt Power Amplifier 

100-W rms mono subwoofer/bass amplifier 
with Permatect protection. Features MOSFET 
PWM power supply; high- or low-level input; 
volume control; parametric bass EQ; high- 
pass or bi-pass outputs; RCA jacks. THD at 
rated output into 4 ohms 0.05% ..... $275 


MA-2035 70-Watt Power Amplifier 

2 channels; bridgeable. 35-W/ch Class A 
power amp with MOSFET switching-power- 
supply. Features full-complementary symme- 
try circuitry; variable low- or high-level input 


Abbreviations 
BTL - balanced transformerless 

dB - decibels 

dBA - decibels (A-weighted) 

DIN - Deutsche Industne Normen 
EMI ~ electromechanical interference 
EQ - equalizer, equalization 

rer - field-effect transistor 

| FR - frequency response 

Hz - hertz 

Ic - integrated circuit 

IHF - Insutute of High Fidelity 

IMD - intermodulation distortion 
imp - impedance 

in - inches 

kHz - kilohertz 

LED - light-emitting diode 

ms - microseconds 


(100 m¥V-10 V). Bridgeable into mono (70 W 
rms) without an adaptor. THD at rated power 
into 4 ohms 0.01%; FR 20-20,000 Hz +5 dB; 
signal-to-noise ratio >90 dB... . 66... $204 


MAS-1060 60-Watt Power Amplifier 

60-W rms mono subwoofer/bass amplifier 
with Permatect protection. Features MOSFET- 
power-supply technology; high- or low-level 
input; volume control; parametric bass EQ, bi- 
pass outputs; RCA jacks. THD at rated output 
into 4 ohms 0.05% «2... 6. ee eee $160 


A-401811 72-Watt Power Amplifier 

4 channels. 18-W/ch x 4 channels power amp 
with Permatect protection. Features continu- 
ously variable low-or high-level inputs (100 
mV-2.5 V); RCA or DIN inputs. S/N >75 
OB iayias vejesies wei GR caw s wees wae $99 


A-2018I1I 36-Watt Power Amplifier 

18-W/ch power amp with Permatect protec- 
tion. Features continuously variable low- or 
high-level inputs (100 m¥V-2.5 V); RCA or 
DIN inputs; delay turn-on. S/N >80 dB; FR 
20-20 O00 TZ: 5 srocereiers, «: eneudimie asim ainseeiere $69 


ALPINE 


3537 160-Watt Power Amplifier 

2 channels; bridgeable. 80 W/ch into 4 ohms 
from 20-20,000 Hz with 0.04% THD (2 ch); 
200 W into 4 ohms (bridged mode). Features 
DIN and RCA inputs; 100 mV to 2 V van- 
able input sensitivity; PWM power supply; re- 
mote on/off, speaker imp selector (4 ohm/2 
ohm). Inputs switchable for line-level or am- 
plified signal. S/N 110 dBA; FR 10-50,000 Hz 
—1 dB. 11'!%ex Mex T7Ain......- $470 


3530 160-Watt Power Amplifier 

4 channels; bridgeable. 40 W x 4 into 4 ohms 
from 20-20,000 Hz with 0.08% THD (4 ch); 
85 W x 2 with 0.8% THD (2 ch bridged 
mode). Features DIN and RCA inputs; 100 
mV to 2 V variable input sens; PWM power 
supply; remote on/off; speaker imp selector; 
inputs switchable for line-level or amplified 
signal. S/N 105 dBA; FR 10-50,000 Hz —1 dB. 
L1'Ho x Wie x Tin... ce ecceees $430 


mA - milliamp 

MosFeT - muluple-oxide-semiconductor 
held-effect transistor 

ms - milliseconds 

mV - millivolt 

uV - microvolt 

RFI - radio frequency interference 

sens - sensitivity 

sep - separation 

SMPTE - Society of Motion Picture and 
‘Television Engineers 

S/N - signal-to-noise ratio 

THD ~ total harmonic distoruion 

TIM - transient intermodulation distoruon 

V - volt 


Wew 
Willistem 5 
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W/ch 
Audier™ 
eNOS 


3533 120-Watt Power Amplifier 

2 channels; bridgeable. 60 W/ch into 4 ohms 
from 20-20,000 Hz with 0.08% THD (2 ch); 
100 W into 4 ohms with 0.8% THD (bridged 
mode). Features DIN and RCA inputs; 500 
mV to 2 V variable input sens; pulse regulat- 
ed power supply; remote on/off; speaker imp 
selector (4 or 2 ohms). Switch for line-level or 
amplified signal. S/N 100 dBA; FR 10-70,000 
Hz —1 dB. 1134 x2 x 6'Meoin....... $370 


Alpine 3528 


3528 120-Watt Power Amplifier 

4 channels; bridgeable. 30 W x 4 into 4 ohms 
from 20-20,000 Hz with 0.08% THD (4 ch); 
80 W x 2 with 0.8% THD (2 ch bridged 
mode). Features DC to DC switching mode 
power supply; common-mode detection cir- 
cuit; isolated signal ground; toroidal power 
transformer; soft start circuitry; DIN and 
RCA inputs. Input sens/imp: 500 mV/10 ki- 
lohms (fixed), 100 mV-2 V/10 kilohms (vari- 
able). FR 10-50,000 Hz; S/N 105 dBA. 10'“e 
M2016 X Oils cck oiiceasices sxicrade $330 


3520 150-Watt Power Amplifier 

Mono power amplifier. 150 W from 20- 
20,000 Hz into 4 ohms with 0.08% THD; 200 
W into 2 ohms with 0.8% THD. Features 
DIN and RCA inputs; 100 mV to 2 V van- 
able input sens; L/R/L+R input selector; 
PWM power supply; remote on/off. Switch 
for line-level or amplified signal. s/N 105 
dBA; FR 10-40,000 Hz —1 dB; speaker imp 4 
ohms; input imp 10 kilohms ......... $300 


3525 120-Watt Power Amplifier 

2 channels; bridgeable. 60 W/ch into 4 ohms 
from 20-20,000 Hz with 0.08% THD (2 ch); 
160 W into 4 ohms with 0.8% THD (bridged 
mode). Features bridged/stereo mode switch; 
DC-DC switching power supply; remote power 
on/off; DIN/RCA inputs; input sens selec- 
tor, speaker imp 4 or 2 ohms stereo, 4 ohms 
bridged. FR 10-50,000 Hz +0/—1 dB; S/N 105 
dB. Input sens/imp 500 mV/10 kilohms 
(fixed), 100 mV-2 V/10 kilohms (variable). 
10 Ye x 26. x:'6V% in... Pe We ve ndasn $300 


3521 100-Watt Power Amplifier 

2 channels. 50 W/ch into 4 ohms from 20- 
20,000 Hz with 0.08% THD (2 ch). Features 
bC-DC power supply; isolated ground; toroi- 
dal power transformer; power supply input/ 
output filters; remote-on; DIN and RCA in- 
puts. FR 10-50,000 Hz —1 dB; S/N 105 dBA. 
976 X 2Mie xX Win 2... cacrcciaceeee $270 


3523 80-Watt Power Amplifier 
2 channels; bridgeable. 40 W/ch into 4 ohms 
from 20-20,000 Hz with 0.08% THD (2 ch); 


100 W into 4 ohms with 0.8% THD (bridged 
mode). Features bridged/stereo modes; DC- 
pc switching mode power supply; remote 
power on/off; DIN/RCA inputs; input sens 
selector; speaker imp 4 or 2 ohms stereo, 4 
ohms bridged mono. FR 10-50,000 Hz +0/-1 
dB; s/N 105 dB. Input sens/imp 500 mV/10 
kilohms (fixed), 100 mV-2 V/10 kilohms 
(vanable). 10 Ye x 26 x 542 in... .. $230 


3519 60-Watt Power Amplifier 

2 channels. 30 W/ch from 20-20,000 Hz into 
4 ohms with 0.08% THD (2 ch). Features 100 
mV to 2 V variable input sens; DIN and 
RCA inputs; PWM power supply; remote on/ 
off; speaker imp selector (4 ohm/2 ohm); 
Switch for line-level or amplified signal. S/N 
105 dBA. 97%16 x 26 x S¥21n... . $220 


3517 60-Watt Power Amplifier 

2 channels. 30 W/ch into 4 ohms from 20- 
20,000 Hz with 0.08% THD. Features DC to 
DC power supply; isolated signal ground; to- 
roidal power transformer; power supply in- 
put/output filters; 4 ohms/2 ohms rated; dis- 
crete output circuitry; protection circuitry; 
remote-on; DIN and RCA inputs; vanable 
input sens. FR 10-50,000 Hz —1 dB; S/N 85 
OBAMTYS x 1Vi6 X SYS IN oie s a avwen $170 


3510 72-Watt Power Amplifier 

4 channels. 13 W/ch from 30-20,000 Hz into 
4 ohms with 0.8% THD. Features balanced 
transformerless circuitry; remote on/off, sep- 
arate front and rear line and speaker level in- 
puts; small size. Inputs switchable to accept 
line-level signal or amplified signal. S/N 90 
dBA; 18 W/ch at 1,000 Hz with 8% THD; FR 
20-30,000 Hz +3 dB; input sens 500 mV at 10 
kilohms. 7% x 1%6x 4%ein........ $130 


3505 36-Watt Power Amplifier 

2 channels. 13 W/ch from 30-20,000 Hz into 
4 ohms with 0.8% THD. Features BIL circult- 
ry; remote on/off; small size. Inputs switch- 
able to accept line-level signal or amplified 
signal. S/N 90 dBA; 18 W/ch at 1,000 Hz 
with 8% THD; FR 20-30,000 Hz +3 dB . $85 


ALTEC LANSING 


ALA-435 140-Watt Power Amplifier 

4 channels; bridgeable. 35 W/ch into 4 ohms 
from 20-20,000 Hz with 0.1% THD (4/ch), 70 
W/ch into 4 ohms with 0.18% THD (bridged 
for 2/ch). Features Dynamic Stored Energy 
circuit for 5 dB dynamic headroom; 4 high- 
and low-level inputs; individual level control 
for each 35 W amp; RCA and 9-pin connec- 
tors; thermal, short-circuit, and overload pro- 
tection. FR 10-40,000 Hz; input imp 10 kil- 
ohms (low-level), 22 ohms (high level); S/N 
>95 dB. 2''%2 x 11'Mie x 77% in $400 


ALA-270 140-Watt Power Amplifier 

2 channels; bridgeable. 70 W/ch into 4 ohms 
from 20-20,000 Hz with 0.1% 1Hb (2/ch); 
140 W into 4 ohms with 0.18% THD (bridged 
mono). Features Dynamic Stored Energy cir- 


a 


cuit for 5 dB dynamic headroom; RCA and 
9-pin connectors; thermal, short-circuit, and 
overload protection. FR 10-40,000 Hz; input 
imp 10 kilohms (low-level), 22 ohms (high 
level); signal-to-noise ratio >95 dB. 2'32 x 
Mt S16 :K5 TVG Wises s Seas os eerste © sacle $360 


AUDIA 


AFX-80 40-Watt Power Amplifier 

2 channels. 40 average W/ch from 20-20,000 
Hz into 4 ohms with 0.5% THD (per IHF A- 
202). Features 1.5-dB dynamic headroom. In- 
puts accept line-level signals. S/N 90 dBA. 6 
1b; 9X QAR Bi 6 scien s renee ...- $300 


AFX-40 20-Watt Power Amplifier 

2 channels. 20 average W/ch from 20-20,000 
Hz into 4 ohms with 0.5% THD (per IHF A- 
202). Features 1.5-dB dynamic headroom. In- 
puts accept line-level signals. S/N 90 dBA. 4 
IDs 7X DARIEN: case no ec0sec.@ spexhere 2 $220 


AFX-20 40-Watt Power Amplifier 

4 channels, bridgeable. 10 W x 4 (4 ch); 20 
W/ch x 2 (2 ch); Features bridging selector; 
RCA inputs; 1" high thin chassis... .. $100 


AUDIOMOBILE 


SA-1600 160-Watt Power Amplifier 

4 channels. 40 W x 2 into 4 ohms (satellite 
amp section) + 40 W x 2 into 2 ohms (sub- 
woofer amp section) at any frequency with 
<0.05% THD. Features 4-channel biamplifier 
design; front/rear fader; built-in crossover 
Satellite amp: FR 600-20,000 Hz +0.5/—1 dB; 
THD less than 0.03% at rated output. Sub- 
woofer amp section: FR 20-72 Hz +0/-—3 dB; 
THD less than 0.03% at rated output. Cross- 
over frequencies-slope: 85 Hz-12 dB/oct (sub- 
woofer), 220 Hz-12 dB/oct (satellites). S/N 
110 dBA; min input imp 47 kilohms. 44 x 


S’%x2in.. arets $598 
SA-1200. As above except satellite amp sec- 
tion delivers 20 W/ch . . ... $536 
AUTOTEK 


7600 600-Watt Power Amplifier 

2 channels, bridgeable. 900 W into 4 ohms 
(bridged); 300 W/ch (2 ch) into 4 ohms from 
20-20,000 with <0.015% THD. Discrete tran- 
sistor, complementary design, PWM power 
supply; short-circuit, DC, and thermal protec- 
tion. IMD 0.02%, FR 10-1S0,000 Hz at 1 watt 
ch sep >80 dB; S/N 102 dB, slew rate 45 
Vius. 10 x 244 x 19 in $1,000 


re WO LLEISCON me — 


Altec Lansing 
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7200 200-Watt Power Amplifier 

2 channels; bridgeable. 350 W into 4 ohms 
(bridged); 100 W/ch (2 ch) into 4 ohms from 
20-20,000 with less than 0.015% THD. Dis- 
crete transistor, complementary design; PWM 
power supply; short-circuit, DC, and thermal 
protection. IMD 0.02%; FR 10-150,000 Hz at 
| watt; ch sep >80 dB; S/N 100 dB, slew rate 
30 V/s. 10 x 2% x 11Yain....... . $600 


7100 120-Watt Power Amplifier 

2 channels; bridgeable. 180 W into 4 ohms 
(bridged); 60 W/ch (2 ch) into 4 ohms from 
20-20,000 with <0.01S% THD. Discrete tran- 
sistor, complementary design; PWM power 
supply; short-circuit, DC, and thermal protec- 
tion. IMD 0.02%; FR 10-150,000 Hz at | watt, 
ch sep >80 dB; S/N 95 dB; slew rate 20 V/us 
Ko ce cr an be || ee $400 


A-441 200-Watt Power Amplifier 

4 channels. 50 W/ch (4 ch) into 4 ohms with 
<10% THD; 42 W/ch (4 ch) into 4 ohms with 
<1% THD. Short-circuit, ground, and ther- 
mal protection; adjustable input sens; low- or 
high-level input; remote on-off switching; 
turn-on delay circuit. FR 20-30,000 Hz; S/N 
62 dB; ch sep 50 dB. 842 x 3x 9 in... $300 


A-231 130-Watt Power Amplifier 

2 channels; bridgeable. 130 W into 8 ohms 
(bridged), 65 W/ch into 4 ohms with <0.5% 
THD. Short-circuit, ground, and thermal pro- 
tection; adjustable input sens; low- or high- 
level input; remote on-off switching; turn-on 
delay circuit; internal fuse. S/N 90 dB, low- 
level input sens 100-1,000 mV. 642 x 3.x 9 
inches sae i's ners $220 


A-181 80-Watt Power Amplifier 

2 channels; bndgeable. 80 W into 8 ohms 
(bridged); 40 W/ch into 4 ohms with <0.5% 
THD. Short-circuit, ground, and thermal pro- 
tection; adjustable input sens; low- or high- 
level Input, remote on-off switching: turn-on 
delay circuit; internal fuse. S/N 90 dB; low- 
level input sens 100-1,000 mV. 642 x 144. 7 
inches sare $190 


A-161 36-Watt Power Amplifier 

2 channels. 18 W/ch (max output); 10 W/ch 
into 4 ohms with 1% THD. Compact chassis 
design; short-circuit protection, adjustable in- 
put sens; low- or high-level input; remote on- 
off switching; turn-on delay circuit; RCA and 
8-pin DIN inputs. S/N >75 dB; FR 20-20,000 
Hz +1 dB. 4x 144 x 4%4 in $sO 


BLAUPUNKT 


BPA 2120B 240-Watt Power Amplifier 

2 channels; bridgeable. 120 W/ch (2 ch), 240 
W (bndged mode). Features dual DC-to-D¢ 
step up power supphes, toroidal power trans 
formers; variable input sensitivity; thermal 
protection circuit, 100 W/ch with <0.2% 
Tub; 200 W mono with <0.2% tHbD, input 
sens 300 mV-6 V; subwoofer crossover rolls 
off above 8O Hz 18S dB/octave $470 


14 


BPA 430 120-Watt Power Amplifier 

Power amp with high current capacity. Fea- 
tures unified power modules; protection cir- 
cuits; common ground capability; digital 
pulsed power supply. Inputs accept line-level 
signals. Power output 4 x 30 average W/ch 
from 10-30,000 Hz into 4 ohms with less than 
1% THD; S/N 90 dB; ch sep 60 dB; dynamic 
headroom 2 dB; input sens 100 mV-6 volts; 
input connector RCA or DIN. 2.75 Ib; 71e x 
24 x 10%. in 5 cpexess. S280 


Blaupunkt BPA 2120B 


BPA 230B 60-Watt Power Amplifier 

2-channel amplifier rated at 30 W/ch into a 
4-ohm load from 10-30,000 Hz with <1% 
THD. Outputs bndgeable to single ch for 60- 
W mono output. Features DIN and RCA in- 
puts; vanable input sens for high- or low-level 
sources; ultra-quiet PWM DC-to-DC power 
supply; Blaupunkt’s Anti-knock circuit to 
prevent turn-on noise. FR (to —3 dB) 10- 
60,000 Hz; S/N 91 dB; ch sep 60 dB; input 
sens 0.1-6 V; input imp 10 kilohms; current 
draw at maximum power output 24 amperes. 
5% x 2% x 9%6 in; 4Ib............ $210 


BPA 420 40-Watt Power Amplifier 

4-channel amplifier rated at 16 W/ch with 4 
channels driven into 4-ohms from 40-20,000 
Hz with <1% THD. Features DIN and RCA 
inputs; vanable input sens for high- or low- 
level sources; circuit to prevent turn-on noise 
Continuous average W/ch into 2 channels 20 
W into 4 ohms at <1% THD; FR (to —3 dB) 
20-40,000 Hz; S/N 89 dB; ch sep 60 dB; input 
sens 03-2 V; input imp 10 kilohms; current 
draw at max power 10 amperes. 4% x 1354 x 
PAGS Borneo sé saadisnee bere me $120 


BPA 40MS 20-Watt Power Amplifier 

Small-sized power amp designed for hard-to- 
fit or near-speaker installations. Features BTL 
circuitry, short-circuit and polanty protec- 
tion. Accepts low- or high-level inputs. 10 
continuous W/ch into 4 ohms at <1% THD; 
FR (to —3 dB) 20-30,000 Hz; S/N 90 dB; ch 
sep 60 dB; input sens 2 V/3/5 V; input imp 
10 kilohms, current draw at max power 5 am- 
peres. 4x 14s x 41n et $80 


CANTON 


Mainframe Modular Autosound System 

Incorporates M50-VB modular amplifiers in 
different configurations using a mainframe. 
The mainframe provides physical support of 
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the amplifier modules, houses all electrical 
connections except those of loudspeakers, and 
has provisions for the distribution of serial data 
signals. 


MS50-VB 50-Watt Power Amplifier 

Monaural S0-W amplifier for use in main- 
frame modular system. Features four plus 
one internal inputs; imp 4 ohms; S/N >94 
dBA, THD <0.1% at 5O W; IMD <0.04% at 
50 W; damping factor 60 for 4 ohm load; sens 
0.075 to 1.900 V for 1 W ........... $200 


MEP-5 5-Position Mainframe Base 
Mainframe supports 5 M50-VB modular 


QDS oss onan s Fears DIG se ees $250 
MEF-3. 3-position mainframe base supports 3 
MS0-VB modular amps............. $150 
CARVER 


M240 240-Watt Power Amplifier 

Automotive amplifier with Magnetic Field 
technology. Features function-monitoring cir- 
cuitry with automatic resetting; built-in cross- 
over at 115 Hz; subsonic filter at 21.2 Hz. No 
additional electronics are needed to use in 
biamp configuration. Immediately strappable 
for use as a 240-W mono amp. Soft-Start 
power-up prevents loss of electrical system 
fuses. 120 W/ch into 4 ohms from 20-20,000 
Hz with no more than 0.5% THD; load imp 
2-8 ohms; input sens variable from 250 mV to 
3°V: 6X 2'x 1244 in: 4.7 Wisscce scien $400 


CLARION 


1300A 130-Watt Power Amplifier 

2 channels. 65 W/ch into 4 ohms with 10% 
THD; 45 W/ch from 20-20,000 Hz at 1% 
THD. Features pulse-regulated power supply, 
discrete output circuitry; selectable speaker- 
or line-level input; RCA inputs; ground-loop 
isolation circuit; thermal overload protection; 
radiation/convection heatsink. FR 20-20,000 
Hz +1.5 dB; S/N 75 dB; input imp 10 kilohms 
(low level), 22 ohms (high level). 7/2 x 2 x 
GAG IN. « 5 ctoESs econ eeawe rs eos $250 


800A-III 80-Watt Power Amplifier 

4 channels. 13.5 W x 4 into 4 ohms from 20- 
20,000 Hz with 1% THD; 20 W x 4 max pow- 
er output. Features selectable speaker- or 
line-level inputs; overload protection circuit, 
auto power on/off, ground-loop isolation se- 
lector. FR 20-20,000 Hz +1.5 dB; S/N 75 dB; 
input imp 10 kilohms (low level), 22 ohms 
(high level). 5¥2 x 1¥2x 6% in ...... $120 


400A-III 40-Watt Power Amplifier 

2 channels. 13.5 W/ch into 4 ohms from 20- 
20,000 Hz with 1% THD; 20 W/ch max pow- 
er output. Features selectable speaker- or 
line-level inputs; overload protection circunt; 
high-efficiency convection heatsink; auto 
power on/off, ground-loop isolation selector 
FR 20-20,000 Hz +1.5 dB; S/N 75 dB, input 


yes y level), 22 oh high 
hed Widlistomn Litiy 2 ohms — 
ei FACIL OF=72) Aimee sl 
eral ae a eee RN 


CONCORD 


All Concord CA amplifiers feature full-com- 
plementary circuitry; direct-coupled output; 
minimal negative feedback; high temperature, 
input voltage, excessive output, and DC offset 
protection, soft-start circuitry; remote on/off 
control, power noise filter; gold-plated RCA in- 
put connectors; preamp level inputs; input level 
control. 


CA200-2 400-Watt Power Amplifier 

2 channels; bndgeable. 200 W/ch into 4 
ohms from 20-20,000 Hz with 0.06% THD (2 
ch); 500 W into 4 ohms with 0.09% THD. 
Features discrete output transistors; stable 
operation into 2 ohms; forced air cooling. FR 
2-50,000 Hz; S/N >100 dB; slew rate 15 V/us; 
damping factor >200 at 20 Hz; input imp 20 
kilohms. 75% x 2%6 x 15% in ....... $530 


CA100-2 200-Watt Power Amplifier 

2 channels; bridgeable. 100 W/ch into 4 
ohms from 20-20,000 Hz with 0.06% THD (2 
ch); 200 W into 4 ohms with 0.09% THD. 
Features discrete output transistors; stable 
operation into 2 ohms. FR 2-50,000 Hz; s/N 
>100 dB; slew rate 15 V/us; damping factor 
>200 at 20 Hz; input imp 20 kilohms. 7% x 
ZAGR 13301 + sxacadenes caueseade $430 


Concord CA100-2 


CA30-4 120-Watt Power Amplifier 

4 channels; bndgeable. 30 W/ch into 4 ohms 
from 20-20,000 Hz with 0.06% THD (4 ch); 
60 W/ch with 0.09% THD (2-ch bridged). 
Features discrete output transistors; stable 
Operation into 2 ohms. FR 2-50,000 Hz; S/N 
>100 dB; slew rate 15 V/ys; damping factor 
>200 at 20 Hz; input imp 20 kilohms. 75% x 
ZAG VUSB IN oaicie 5 6:a'a wieva ciovacare wo $330 


CASO0-2 100-Watt Power Amplifier 

2 channels. 50 W/ch into 4 ohms from 20- 
20,000 Hz with 0.08% THD. Features pulse 
width modulated power supply; discrete Out- 
put transistors; speaker- and line-level inputs. 
FR 15-40,000 Hz; s/N >90 dB; slew rate 15 
V/us, damping factor >200 at 20 Hz; input 
imp 15 kilohms. 87% x 23% x 105 in. . $200 


CA20-2 40-Watt Power Amplifier 

2 channels. 20 W/ch into 4 ohms with 1% 
MHD (at 1 kHz). Features speaker- and line 
level inputs. FR 15-25,000 Hz; s/N >90 dB; } 


slew rate 1S V/us; damping factor >200 at 20 
Hz; input impedance 10 kilohms. 644 x 158 x 
$99 


7? 16 inches 


COUSTIC 


AMP-560 1,200-Watt Power Amplifier 

4-, 3-, 2-channel bndgeable power amp with 

2,800-W HEN-FLT PWM switching power sup- 

ply and RCA/DIN inputs. 250 W/ch into 4 

channels, 600 W/ch into 2. channels 
$1,200 


(bndged); FR 20-20,000 Hz +1.5 dB 


AMP-380 125-Watt Power Amplifier 

Features PWM switching power supply; stable 
into 2 ohm loads; high tmp selectable (RCA, 
8-pin DIN), adjustable input sens 200 mV-1.2 
V. Max power 125 W/ch; FR 20-20,000 Hz 


+1.5 dB; S/N 92 dB $310 


AMP-190 80-Watt Power Amplifier 

Features PWM switching power supply; stable 
into 2 ohm loads; high imp selectable (RCA, 
8-pin DIN), adjustable input sens. Max pow- 
er 80 W/ch; FR 20-20,000 Hz +1.5 dB; S/N 
92 dBA $200 


Deltasonik D-360 


AMP-120 30-Watt Power Amplifier 

Features DC/DC switching power supply; 
fully complementary output stage; high-and 
low-imp inputs; adjustable input sens. Power 
output 30 W/ch rms from 20-20,000 Hz with 
0.05% THD, FR 20-20,000 Hz —1.5 dB; S/N 
92 dBA . $140 


AMP-100 25-Watt Power Amplifier 

Features BIL -type output circuitry, high-imp 
inputs (RCA and 8-pin DIN); low-imp input; 
floating/common ground adaptor, adjustable 
input sens. Power output 25 W/ch rms at 
1,000 Hz with 09% THD; FR 30-30,000 Hz at 
1 W, 1,000 Hz —3 dB; S/N 90 dBA; output 
imp 2/4/8 ohms. 144 x 5'2 x 6! in $60 


CRAIG 


V541 260-Watt Power Amplifier 

Features 260 W peak power with both chan- 
nels driven; mono/stereo switch; mono sub- 
woofer mode with low-pass filter; low-level 
inputs, 500 mV for max output; gold-plated 
RCA connectors, high-level inputs, 3 V for 
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max output; adjustable gain control; toroidal 
power transformer; DC-to-DC circuitry; out- 
put short-circuit protection, LED warning in- 
dicator; auto on/off De power control; gold- 
plated terminal strip connectors; can be in- 
stalled under seat. 65 average W/ch into 4 


ohms from 10-20,000 Hz with 1% THD; FR 
10-100,000 Hz +3 dB; S/N 80 dB; 10“ie x 
I'Sie x 7¥i6 in .. $160 


V540 140-Watt Power Amplifier 

Features 140 W peak power with both chan- 
nels driven; low-level inputs, 500 mV for max 
output; gold-plated RCA connectors; high- 
level inputs, 3 V for max output; adjustable 
input sens; toroidal power transformer; out- 
put short-circuit protection; LED warning in- 
dicator; auto on/off DC power control; gold- 
plated terminal strip connectors; can be 1n- 
stalled under seat. 35 average W/ch into 4 
ohms; FR 20-70,000 Hz +3 dB; S/N 75 dB; 7 x 
ZUS2:N5V3 IN: 6 cwmews yaewee oe . $90 
V530 80-Watt Power Amplifier 
Features 80 W peak power with both chan- 
nels driven; low-level inputs, 150 mV for max 
output; gold-plated RCA connectors; high- 
level inputs, 3 V for max output; adjustable 
input sens; output short-circuit protection; 
auto on/off DC power control; gold-plated 
terminal strip connectors. 20 average W/ch 
into 4 ohms; FR 20-20,000 Hz +3 dB; s/N 70 
dB; 334x2x7in .. $65 


DELTASONIK 


D-360 360-Watt Power Amplifier 

2 channel. 180-W/ch power amp with Per- 
matect protection. Features PWM voltage reg- 
ulation on the power supply for tight bass re- 
sponse; continuously variable high- and low- 
level inputs (100 mV-100 V). Can be config- 
ured as a 3- or 4-ch amp with use of optional 
M-3 or M-4 Molex connectors. S/N >90 dB; 
FR 20-20,000 Hz; THD at rated output 1%; 
THD at 150 W/ch stereo 0.01%; 90 W/ch x 4 
when adapted to 4-ch amp .......... $525 
D-200. Same as D-360 except 100 W/ch ste- 
reo and 50 W/ch into 4 channels... . . $295 
M-3, -4. Molex connectors to make D-360 
and D-200 3- or 4-ch amps... .$15 ea 


D-90 90-Watt Power Amplifier 

2 channel; bridgeable. 45-W/ch power amp 
with Permatect protection. Features continu- 
ously variable high- and low-level inputs (100 
mV-10 V). Bridgeable into mono (90 W rms) 
without an adaptor. THD at rated power into 
4 ohms 1%, 0.05% at 30 W/ch rms; FR 20- 
20,000 Hz; S/N >90 dB . $155 


D-40 36-Watt Power Amplifier 

2 channel. 18-W/ch power amp features Per- 
matect protection, Sound Performance indi- 
cator; continuously variable low- or high-lev- 
el inputs (100 mV-2.5 V), RCA or DIN in- 


puts; delay turn-on. Signal-to-noise ratio 

grealel TTT PESUEYTequency response 20- 

20,00 NTT TP Feira iid 
LAOS OS 


DENON 


DCA-3500 240-Watt Power Amplifier 

5 channels. Features Real-World Grounding 
system; nonswitching Class A amplification; 
non-negative-feedback circuit; pulse-regulat- 
ed dual power supplies; DC-DC converter; re- 
mote power on/off; adjustable input sens; 
switchable high- (12 dB/oct) and low- (18 
dB/oct) cut filters; gold-plated input jacks. 40 
W/ch x 4 and 80 W x 1 (subwoofer) in 5-ch 
operation at 1,000 Hz, 1% THD, 80 W/ch x 2 
and 80 W x | (subwoofer) in 3-ch operation. 
Built-in subwoofer dividing network offers 80 
and 120 Hz crossover frequencies. FR 5- 
200,000 Hz +3 dB; S/N (A-wtd) 90 dB; input 
sens/imp 0.2-2 V/10 kilohms; speaker imp 4 
ohms. 842 x2 x 15% in ........e00- $500 
DCA-3400. Similar to DCA-3500 except 2 or 
4 channels without crossover. 40 W/ch x 4 or 
80 W/ch x 2 at 1,000 Hz, 1% THD... $400 


DCA-3280 130-Watt Power Amplifier 

2-channels, with non-negative-feedback, non- 
switching Class A circuitry. Features pulse- 
regulated power supply; ground isolation; re- 
mote power on/off. Power output 65 W/ch 
min continuous with both chs driven from 
20-20,000 Hz with <1% THD; FR 5-300,000 
Hz +3 dB, S/N 95 dB; input sens/imp 250 
mV/10,000 ohms (high), 750 mV/10,000 
ohms (low); speaker impedance 4 ohms. 824 
KS KOHN, ww aserwisiw.: wionsyecwiaie i arave xleracarele $300 


Denon CDA-3400 


DCA-3175 80-Watt Power Amplifier 

Nonswitching Class A power amplifier. Fea- 
tures remote power; switchable input sens; 
gold-plated input jacks. 40 W/ch at 1,000 Hz 
Withi 1% THD 625 6a,ca00a wacixealtae $180 


DCA-3150 72-Watt Power Amplifier 

4 channels. 16 W/ch (4 ch) at 1,000 Hz with 
1% THD. Features isolated ground design; re- 
mote power on/off, variable input sensitivity; 
built-in protection circuitry. 6 x 134 x 8Y% 
INCHES: 6 siasaisieien a srnersnwie a eoratama Wee $180 
DCA-3100 24-Watt Power Amplifier 

Power amp with BrL-OCL circuitry and 
monolithic 1C’s. Features ground isolation; re- 
mote power; switchable input sens; built-in 
short circuit protection; RCA inputs. Power 
output 12 W min continuous avg W/ch into 4 
ohms with both chs driven from 20-20,000 
Hz with no more than 0.05% THD, 16 W at 


Fostex CA4 


1,000 Hz with 1% THD, 20 W at 1,000 Hz 
with 10% THD; FR 15-100,000 Hz +3 dB; S/N 
90 dB; input sens/imp 250 mV/10,000 ohms 
(high), 750 mV/10,000 ohms (low); speaker 
imp 4 ohms. 6 x 14% x 7 in swe SIO5 


FAS INDUSTRIES 


PA-400 300-Watt Power Amplifier 

2 channels; bndgeable. Fan-cooled power am- 
plifier with vanable active crossover, separate 
control box, SMPS, and thermal protect 
Switch for line-level or amplified signal. 150 
average W/ch from 10-150,000 Hz into 4 
ohms with <0.05% THD (per IHF A-202), 
400 W bndgeable mono subwoofer; s/N 100 
dB A-wtd; slew rate 50 V/s; damping factor 
>500 at 4 ohms. 614 x 24% x 12 in.... $550 


PA-150 150-Watt Power Amplifier 

2 channels; bridgeable. 75 W/ch (2 ch) 200 
W (bndged). Features SMPS circuitry; van- 
able active crossover 50-500 Hz; input sens 
Controls:S/N GOB s sseeracie & woises $340 


PA-101 100-Watt Power Amplifier 

2 channels; bmdgeable. SO W/ch with 
<O0.08% THD (2 ch); 100 W (mono) with 
<O.S% THD. Features discrete amplifier cir- 
cuitry; vanable input sens control; high/low 
imp inputs; thermal output protection; high- 
efficiency switching power supply; remote 
on/off, noise-free turn on. S/N 100 dB; FR 20- 
29,000 TAZ 3 x daahigt a b.ctanue > resis . $200 
PA-81 60-Watt Power Amplifier 

2 channels. 30 W/ch with <0.05% THD (2 
ch). Features discrete amplifier circuitry; 
high/low imp inputs; thermal] output protec- 
tion, high-efficiency switching power supply; 
remote on/off, noise-free turn on. S/N 100 
dB; rr 20-25,000 Hz . $145 


PA-25 25-Watt Power Amplifier 
2 channels. 12.5 W/ch rms with <0.05% 
THD. Features high- and low-level inputs; 


amplify/bypass button $50 


FORD 


80-Watt Power Amplifier 

4 channels. Premium Sound System for Ford, 
Lincoln, and Mercury passenger cars and se- 
lected trucks, 80 watts through either 4 or 6 
speakers, depending on vehicle . . .$138-$168 
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FOSTEX 


CA4 280-Watt Power Amplifier 

4 channels; bridgeable. 50 W x 4 into 4 ohms 
from 20-20,000 Hz with 0.1% THD, 55 W x 4 
into 2 ohms with 0.2% THD (4 ch); 140 W/ch 
into 4 ohms from 20-20,000 Hz with 0.2% 
THD (2 ch). FR 10-40,000 Hz —1 dB; S/N 105 
dBA; input sens/imp 0.2-0.5 V/10 kilohms. 
DME SLT RAO s55.imstaa sands: 6s $995 


FUJITSU TEN 


QM-571 50-Watt Power Amplifier 

Ultra-thin amplifier with 9-band spectrum 
analyzer and BTCL circuit. Line-level inputs. 
12 average W/ch from 30-20,000 Hz into 4 
ohms with 1% THD (max 25 W x 2); S/N 79 
dB A-wtd. 7x 1x5%in ........... $295 


QM-581 140-Watt Power Amplifier 

Power amplifier with 70 W/ch (2 ch) max 
power output. Features DC-DC converter; 
SEPP circuit. Line-level inputs. Power output 
35 average W/ch from 30-20,000 Hz into 4 
ohms with 1% THD (max 70 W x 2); S/N 76 
dB A-wtd. 57%8x2x6%in ......... $275 


QM-570XA 50-Watt Power Amplifier 

Ultra-thin amplifier with 9-band spectrum 
analyzer and BTCL circuit. Power output 12 
average W/ch from 30-20,000 Hz into 4 
ohms with 1% THD (max 25 W x 2); S/N 79 
dB A-wtd. 2 Ib; 7x 1x 54%in....... $265 


QM-582 140-Watt Power Amplifier 

Power amplifier with 70 W x 2 max power 
output. Features switchable inputs to accept 
line-level signal or amplified signal; adjustable 
input level; DC-DC converter; SEPP (single- 
ended push-pull) circuit. Power output 35 av- 
erage W/ch from 30-20,000 Hz into 4 ohms 
with 1% THD (max 70 W x 2); S/N 98 dB A- 
wid. 3.3 lb; 54% x2x 64%4in......... $235 


UM-132 50-Watt Power Amplifier 

Power amplifier with 3-point adjustable in- 
put. Features coincidental on/off switch; dual 
level input. Inputs switchable to accept line- 
level signal or amplified signal. Power output 
15 average W/ch from 50-50,000 Hz into 4 
ohms with 1% THD (max 25 W x 2); S/N 100 
dB A-wtd; FR 20-70,000 Hz +3 dB. 5% x 1 x 
SUG KS ceed cows Me Ss een eae $95 


UM-116 18-Watt Power Amplifier 

Line-level inputs. Power output 3 average 
Wh from 100-15,000 Hz into 4 ohms with 
5% THD (max 9 W x 2); S/N 70 dB. 3x 1 x 2 
BWihicon a1s  wiaeerae weer Siesw sretarbnays © sissfordsoresey DOD 


FULTRON 


15-0750 100-Watt Power Amplifier 

50-W/ch power amplifier with remote power 
switch. Features bridgeable mono/stereo; 
vanable input sens from 300 mV to 1 V. In- 


Writlistegai line-level signal or 
Buudiowns ch at 1,000 Hz into 4 
ae a a 


ohms with <1% THD (per IHF A-202); S/N 
65 dB A-wtd. 844 x 2% x 84% in..... 


15-0727 26-Watt Power Amplifier 
Mini power booster with lighted bass and tre- 
ble controls. Features LED power level indica- 
tors; preamp inputs; circuit protection. Inputs 
switchable to accept line-level signal or ampli- 
fied signal. 13 W/ch at 1,000 Hz into 4 ohms 
with <5% THD (per IHF A-202); s/N 50 dB 
A-wtd. 334% x 1Y%ex4%in .......---- 


HAFLER 


MA-1 200-Watt Power Amplifier 
2 channels; bridgeable. 100 continuous W/ch 
from 20-20,000 Hz into 4 ohms with less than 
0.02% THD (2 ch); 200 W/ch mono into 8 
ohms. Features high-power low-distortion 
power MOSFET power amplifier; gold-plated 
inputs; remote switching LED indicator; wide- 
range input level controls that can accommo- 
date both line-level and low-power speaker 
outputs; switch for bridged mono operation; 
accessible fuses for speaker protection. FR 10- 
70,000 Hz +0/—1 dB; s/N >100 dB; input 
imp 15 kilohms. 12 x 8x 242 in...... 


HARMAN KARDON 


CA260 120-Watt Power Amplifier 
2 channels; bridgeable. 60 average W/ch 
from 20-20,000 Hz into 4 ohms with 0.1% 
THD, 90 W/ch into 2 ohms (2 ch); 180 W/ch 
into 4 ohms (bridged mono). Features high- 
pass and low-pass active crossover, high-ca- 
pacity power supply, high instantaneous cur- 
rent capability (+30 amps), remote turn-on; 
bridged-mono switch. Inputs switchable for 
line-level or amplified signal. 25 dB negative 
feedback; FR 10-100,000 Hz +0/—3 dB; s/N 
80 dB. 1558 x 37%@ x TM%in.......... 


Hafler Mobile Amplfer 


CA240 80-Watt Power Amplifier 
2 channels; bridgeable. 40 average W/ch 
from 20-20,000 Hz into 4 ohms with 0.1% 
rHD, SO W/ch into 2 ohms (2 ch); 100 W/ch 
into 4 ohms (bridged mono). Features high- 
capacity power supply; high instantaneous 
current capability (+25 amps); high-pass and 
low-pass active crossover; bridged-mono 
switch; remote turn-on; continuously variable 
input sens. Inputs switchable to accept line- 
level or amplified signal. 25 dB negative feed- 
back; FR 10-100,000 Hz +0/—3 dB; S/N 72 
dB. 5.7 Ib; 12”%6 x 2% x 8 in 


CA215 24-Watt Power Amplifier 

2 channels. 12 W/ch from 20-20,000 Hz into 
4 ohms with 0.2% THD. Features discrete cir- 
cuitry; high instantaneous current capability 
of +14 amperes and remote turn-on. Inputs 
switchable to accept line-level signal or ampli- 
fied signal. S/N 84 dBA; neg feedback 25 dB; 
power bandwidth 10-100,000 Hz +0, —3 dB. 
2.2 Ib; 844 x 1'MNe x OMoin......... $125 


Harman Kardon CA260 


CA212 24-Watt Power Amplifier 

2 channels. 12 W/ch into 4 ohms with 0.2% 
THD. Features %2-DIN size for in-dash 
mounting; protection circuitry ........ $99 


CA205 7-Watt Power Amplifier 

2 channels. Power output 3.5 average W/ch 
from 20-20,000 Hz into 4 ohms with 0.2% 
THD. Features discrete circuitry, high instan- 
taneous current capability of +5 amps; re- 
mote turn-on. Line-level inputs. 25 dB nega- 
tive feedback; FR 10-100,000 Hz +0/—3 dB; 
S/N 90 dB. 7M%ex 142x4in....... $55 


HI-COMP sy AUDIOVOX 


HCB-880 240-Watt Power Amplifier 

4 channels. Delivers 240 watts total power at 
0.05% THD; 2 x 40 W, front; 2 x 80 W, rear; 
high- and low-level inputs; individual input 
sens control; power on LED.........- $250 


HCB-865 130-Watt Power Amplifier 

2 channels; bridgeable. 65 W/ch from 20- 
20,000 Hz into 4 ohms with 0.05% THD (per 
IHF A-202); S/N 90 dB A-wtd. Features vari- 
able input level control; mono brdgeable; 
RCA inputs. Inputs accept amplified signal. 
11% x 2% x GY in... . see e eee $200 


HCB-840 80-Watt Power Amplifier 

2 channels; bridgeable. 40 W/ch from 20- 
20,000 Hz into 4 ohms with 0.05% THD (per 
IHF A-202); S/N 90 dB A-wtd. Features van- 
able input level control; inputs accept line- 
level signal. 72 x 244 x 6% 1n....... $150 


HCB-825 100-Watt Power Amplifier 

4 channels. 25 W/ch (4 ch) with less than 1% 
THD. Features RCA inputs; DIN-plug input; 
variable input sens control ...... ... $140 


HCB 818 36-Watt Power Amplifier 

2 channels. 18 W/ch from 20-20,000 Hz into 
4 ohms with 0.1% THD (per IHF A-202); S/N 
>75 dB A-witd. Features RCA inputs; speak- 
er level inputs. Inputs accept high-level sig- 
nal. 4x 176 x 4'!Mo in... .- see e wees $60 


HIFONICS 


Colossus 1,200-Watt Power Amplifier 

2 channels; bndgeable. 600 W/ch average 
from 20-20,000 Hz into 4 ohms with 0.02% 
THD, 900 W/ch usable into 2 ohms; 1,800 W 
bridgeable mono into 4 ohms, 1,200 W 
bridgeable mono into 8 ohms. Features vari- 
power circuit; DC protection with ciagnostic 


e Space Efficient 
e Tubular Shaped 


LED. Inputs accept line-level signal. THD 
0.02% 20-20,000 Hz, at any power level; IMD 
(SMPTE) 0.2%; slew rate 50 V/us; S/N 108 
dB below rated output; FR 2-200,000 Hz —3 
dB at | W; input imp 22 kilohms $1,600 


Olympus 440-Watt Power Amplifier 
4 channels; bndgeable. 110 W/ch x 4 into 4 
ohms with 0.02% THD; 180 W/ch x 4 into 2 


e Patented 


¢ Corner Loading Bass System 
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ohms with 0.02% THD; 220 W/ch x 2 into 8 
ohms; 360 W/ch x 2 into 4 ohms (bndged to 
2 ch). Features electronic crossover. FR 5- 
40,000 Hz —3 dB; slew rate 25 V/s; SN 100 


dB. 742 x 2% x 18Main ........... $750 


Zeus 600-Watt Power Amplifier 

2 channels; bndgeable. 300 W/ch average 
from 20-20,000 Hz into 4 ohms with 0.02% 
THD (per IHF A-202), S00 W/ch usable into 
2 ohms; 600 W bnidgeable mono into 8 ohms, 
1,000 W bnrdgeable mono into 4 ohms. Fea- 
tures van-power circuit; DC protection with 
diagnostic LED. Inputs accept line-level sig- 
nal. THD 0.02% 20-20,000 Hz, at any power 
level; IMD (SMPTE) 0.02%; slew rate 39 V/ 
mus; S/N 102 dB below rated output; FR 2- 
200,000 Hz —3 dB at 1 W; input imp 20- 
20,000 Hz 22 kilohms min; sep at 2,000 Hz 
>80 dB. 9.5 lb; 9x 2% x 13¥2in..... $750 


Gemini 200-Watt Power Amplifier 

4 channels; bndgeable. 50 W/ch average into 
4 ch from 20-20,000 Hz into 4 ohms with 
0.02% THD, 70 W/ch x 4 usable into 2 ohms; 
100 continuous W/ch in 2-ch mode into 8 
ohms with <0.02% THD, 140 continuous 
W/ch in 2-ch mode into 4 ohms with <0.25% 
THD. Features built-in electronic crossover; 
full short-circuit protection, DC-protected 
with diagnostic LED. Inputs accept line-level 
signal. THD 0.02% 20-20,000 Hz, at any pow- 
er level; IMD (SMPTE) 0.02%; slew rate 17 
V/s; S/N 45 dB; FR 2-200,000 Hz —3 dB at 
1 W; input imp 22 kilohms; sep at 2,000 Hz 
>78 dB. Crossover points are selectable. 5 Ib; 
BY KZ K SHAAN ccersscnace 9 S:erquesene » Havens $500 


Thor 250-Watt Power Amplifier 

2 channels; bndgeable. 125 W/ch average 
from 20-20,000 Hz into 4 ohms with 0.02% 
THD (per IHF A-202), 175 W/ch usable into 
2 ohms; 250 W bridgeable mono into 8 ohms, 
350 W bridgeable mono into 4 ohms. Fea- 
tures van-power circuit; DC protection with 
diagnostic LED. Inputs accept line-level sig- 
nal. THD 0.02% 20-20,000 Hz, at any power 
level; IMD (SMPTE) 0.02%; slew rate 25 
V/us; S/N 100 dB below rated output; FR 2- 
200,000 Hz —-3 dB at | W,; input imp 20- 
20,000 Hz 22 kilohms min; sep at 2,000 Hz 
>80 dB. 7 lb; 9x 24%4x7lain....... $500 


Hercules 200-Watt Subwoofer Amplifier 

200-W mono subwoofer power amplifier with 
built-in adjustable electronic crossover (vari- 
able from 50-530 Hz). Features 4 built-in pro- 
tection circuits and self-diagnostic LED. 200 
W continuous output into 4 ohms from 20- 
20,000 Hz with <0.02% THD, 375 W contin- 
uous into 2 ohms with 0.02% THD; THD 
0.02% 20-20,000 Hz, at any power level; slew 
rate 30 V/s; FR 2-200,000 Hz —3 dB at 1 W; 
10-32,000 Hz —0.1 dB at rated power, S/N 
103 dB. 742 x 2% x 10% in; 5 Ib . $380 


Europa 100-Watt Power Amplifier 
4 channels; bndgeable. 25 W/ch average into 
4 ch from 20-20,000 Hz into 4 ohms with 
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0.08% THD, 3S W/ch x 4 usable into 2 ohms; 
SO continuous W/ch in 2-ch mode into 8 
ohms with <0.08% THD, 70 continuous W/ch 
in 2-ch mode into 4 ohms with <0.25% THD 
Fully protected against short circuits, Fea- 
tures built-in electronic crossover. DC-pro- 
tected with diagnostic LED. Inputs accept 
line-level signal. THD 0.05% 20-20,000 Hz, at 
any power level; IMD (SMPTE) 0.05%; slew 
rate 9 V/s; S/N 88 dB below rated output; 
FR 2-200,000 Hz —3 dB at 1 W; input imp 20- 
20,000 Hz 22 kilohms; sep at 2,000 Hz >72 
dB. Crossover points are selectable. ... $365 


Odin 150-Watt Power Amplifier 

2 channels; bndgeable. 75 W/ch average 
from 20-20,000 Hz into 4 ohms with 0.02% 
THD, 120 W/ch usable into 2 ohms; 150 W 
bndgeable mono into 8 ohms, 240 W bridge- 
able mono into 4 ohms. Features vari-power 
circuit; DC protection with diagnostic LED. 
Short-circuit proof. Inputs accept line-level 
signal. THD 0.02% 20-20,000 Hz, at any pow- 
er level; IMD (SMPTE) 0.02%; slew rate 21 
V/us; S/N 97 dB below rated output; FR 2- 
200,000 Hz -3 dB at 1 W; input imp 20- 
20,000 Hz 22 kilohms min; sep at 2,000 Hz 
>80 dB. 5.5 lb; 9x 2%x S5¥ain...... $365 


Cyclops 100-Watt Subwoofer Amplifier 

100-W mono subwoofer power amplifier with 
built-in adjustable electronic crossover (vari- 
able from 50-530 Hz). Features 4 built-in pro- 
tection circuits and self-diagnostic LED. 100 
W continuous output into 4 ohms from 20- 
20,000 Hz with <0.02% THD, 140 W contin- 
uous into 2 ohms with 0.15% THD; THD 
0.02% 20-20,000 Hz at any power level; IMD 
(SMPTE) 0.02%; slew rate 24 V/s; FR 20- 
200,000 Hz —3 dB at 1 W; slope 12 dB/oct; 
input imp 10 kilohms...........---- $285 


Vulcan 100-Watt Power Amplifier 

2 channels; bridgeable. 50 W/ch average 
from 20-20,000 Hz into 4 ohms with 0.02% 
THD, 80 W/ch usable into 2 ohms; 100 W 
bridgeable mono into 8 ohms, 160 W bridge- 
able mono into 4 ohms. Features vari-power 
circuit; DC protection with diagnostic LED. 
Short-circuit proof. Inputs accept line-level 
signal. THD 0.02% 20-20,000 Hz, at any pow- 
er level; IMD (SMPTE) 0.02%; slew rate 17 
V/us; S/N 95 dB below rated output; FR 2- 
200,000 Hz —3 dB at 1 W; input imp 20- 
20,000 Hz 22 kilohms min; sep at 2,000 Hz 
>80 dB. 4.5 lb; 9x 244 x 4Yrin...... $270 


Eros 50-Watt Subwoofer Amplifier 

50-W mono subwoofer power amplifier with 
built-in adjustable electronic crossover (vari- 
able from 50-530 Hz). Features 4 built-in pro- 
tection circuits and self-diagnostic LED. 50 W 
continuous output into 4 ohms from 20- 
20,000 Hz with <0.02% THD, 70 W continu- 
ous into 2 ohms with 0.15% THD; THD 
0.02% 20-20,000 Hz, at any power level; IMD 
(SMPTE) 0.02%; slew rate 17 V/s; FR 20- 
200,000 Hz —3 dB at | W; slope 12 dB/oct; 
input imp 10 kilohms.........-..--- $210 


Pluto 60-Watt Power Amplifier 

2 channels; bridgeable. 30 W/ch average 
from 20-20,000 Hz into 4 ohms with 0.02% 
THD, 40 W/ch usable into 2 ohms; 60 W 
bridgeable mono into 8 ohms, 80 W bridge- 
able mono into 4 ohms. Features DC protec- 
tion with diagnostic LED. Short-circuit proof. 
Inputs accept line-level signal from cassette 
tuner or other source. THD 0.02% 20-20,000 
Hz, at any power level; IMD (SMPTE) 
0.02%; slew rate 10 V/s; S/N 90 dB below 
rated output; FR 2-200,000 Hz —3 dB at 1 W; 
input imp 20-20,000 Hz 22 kilohms; sep at 
2,000 Hz 70 dB. 7'42x2x 4% in .... $195 


Mercury 40-Watt Power Amplifier 

2 channels. 20 W/ch into 4 ohms; 30 W/ch 
into 2 ohms. THD 20-20,000 Hz 0.05% at any 
power level; S/N 88 dB below rated output; 
FR 5-40,000 Hz —3 dB; damping factor 50. 
1.6 lb; 742 x 2"%zx Wain........... $130 


HITACHI 


MA-9A 160-Watt Power Amplifier 

2 channels. 80 W/ch (1 kHz 10% THD), 40 
W/ch from 20-20,000 Hz with 1% THD. Fea- 
tures pulse-regulated power supply; low-dis- 
tortion non-negative-feedback circuit; remote 
power on/off by power antenna lead; switch- 
able input sens; power indicator. S/N 100 dB. 
8% X 274. X SYBIAN ow nas sawwevoadeds $300 


MA-D4 50-Watt Power Amplifier 

Features fader control with illumination; 
power-on indicator. 25 W/ch max; S/N 75 
OB, 7 X11 X66 sciscsndes caudaeet $89 


HITECH MOBILE SOUND 


XA-631 112-Watt Power Amplifier 
4 channels. 112-watts total power, 4 x 28 


Wch. Features Class A design....... $190 
Two-Channel Class-A Power Amplifiers 
XA-620, 120-watts, 2 x 60 W/ch ..... $240 
XA-610, 100-watts, 2 x 50 W/ch ..... $210 
XA-560, 36-watts, 2x 18 W/ch ....... $90 
INFINITY 


MRA-150 150-Watt Power Amplifier 

2 channels. 60 W/ch average from 20-20,000 
Hz into 4 ohms with <0.25% THD, 75 W/ch 
into 4 ohms at 1,000 with <1% THD. Fea- 
tures remote turn-on with auto muting; no 


fuses; adjustable input level; push speaker 
connectors; shielded power supply. Inputs ac- 
cept line-level signal. Frequency response 1.4- 
125,000 Hz +0, —3 dB; s/N 100 dB. 754 x 214 
X LOAM oss cccagrase eweseecs sass $319 
MRA-90. As above except 35 W/ch from 20- 
20,000 Hz into 4 ohms with <0.25% THD, 45 
W/ch at 1,000 Hz with <1% THD.... $199 


JENSEN 


A-200 200-Watt Power Amplifier 

2 channels; bridgeable. 250 W maximum, 125 
W rms (bndged); 100 W/ch maximum, 50 
W/ch rms into 4 ohms from 20-20,000 Hz 
with less than 0.5% THD. Features circuit 
and thermal overload protection; remote on/ 
off sensor; high- and low-level inputs; input 
sensitivity control. FR 10-30,000 Hz +3 dB; 
signal-to-noise ratio 86 dBA, input sensitiv- 
ity/imp: 100-500 mV/10 kilohms (low level), 
1-5 V/27 ohms (high level). 8 x 22 x 7% in; 
SiO Die sie 5 giaveee eres Gectnsawe sd aeres $200 


Jensen A-200 


A-80 80-Watt Power Amplifier 

2 channels. 40 W/ch maximum, 18 W/ch 
rms into 4 ohms from 20-20,000 Hz with less 
than 1% THD. Features circuit and thermal 
overload protection; remote on/off sensor; 
high- and low-level inputs; input sensitivity 
control. FR 20-30,000 Hz +3 dB; S/N 80 dBA; 
input sens/imp: 100-500 mV/10 kilohms (low 
level), 1-5 V/27 ohms (high level). 442 x 142 
$456 ins: 1:616icscssc cucesese ascuwss $70 


JET SOUND ELECTRONICS 


JSE 1030 200-Watt Amplifier 

2 channels. 100 W/ch into 4 ohms from 20- 
30,000 Hz with less than .01% THD. Features 
high/low inputs; variable low-level input; 
BTL/common switch; high-/low-level switch; 
subwoofer amplifier capability; stereo/mono 
switch; LED power-on indicator; digital 
switching power supply ..........-.. $265 


JSE 1010 120-Watt Power Amplifier 

2 channels. 60 W/ch average from 20-30,000 
Hz into 4 ohms with 1% THD (per IHF A- 
202). Features BTL/common ground switch; 
subwoofer amplifier capability, line input lev- 
el adjustment; inputs switchable to accept 
line-level or amplified signals; digital switch- 
ing power supply. Signal-to-noise ratio 80 
BEES SN ies sncraud 6. 6:000,0 Rods HOVER Oe $205 


JSE 242 140-Watt Power Amplifier 

2 channels. 70 average W/ch from 20-20,000 
Hz into 4 ohms with 1% THD (per IHF A- 
202). Features variable low-level input; digital 
switching power; remote on/off by car stereo; 
BTL/common ground selector; LED power on 
indicator. Inputs switchable to accept line- 
level or amplified signals. S/N 80 dB A-wtd. 
1.8 lb; 512 x 1S x 6Moin .......... $105 


JSE 241 80-Watt Power Amplifier 

2 channels. 40 W/ch average from 20-20,000 
Hz into 4 ohms with 1% THD (per [HF A- 
202). Inputs switchable to accept line-level 
signal or amplified signal. Features BTL/com- 
mon ground input selector switch; line input 
level adjustment controls; remote power on/ 
off by car radio. Signal-to-noise ratio 80 dB 
A-wtd. 1.8 Ib ....... sa Fwcinien 4 amad SSO 
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KENWOOD 


KAC-1020 400-Watt Power Amplifier 

2 channels; bndgeable. 200 W/ch x 2 or 400 
W x 1 into 4 ohms from 20-30,000 Hz with 
less than 0.5% THD. Features fully discrete 
circuitry and dynamic linear drive; voltage in- 
terface gate and Sigma dnve with Class A 
Dc-configuration; gold DIN and RCA inputs; 
ground isolation network; selectable sub- 
woofer cutoff frequency 50 or 100 Hz with 
mono output to eliminate phase cancellation; 
vanable inut sens (0.1-S V); dual internal 
fans; protection circuitry. S/N 100 dB; damp- 
ing factor >5,000; FR 2-100,000 Hz -3 dB 
D334: X) 2560 DIEM «os ceccine o.cieiersrens $s99 


KAC-920 190-Watt Power Amplifier 

2 channels. 95 W/ch from 20-30,000 Hz with 
less than 0.5% THD. Features voltage inter- 
face gate and Sigma dnve; gold DIN and 
RCA inputs; ground isolation network; selec- 
table subwoofer cutoff frequency 50 Hz or 
100 Hz with mono output to eliminate phase 
cancellation; vanable input sens (0.1-5 V); 
protection circuitry. S/N 100 dB; damping 
factor >200; FR 2-100,000 Hz —3 dB. 9'Me x 
296) X) TU WG hiss soc eseawis 0% aearen $449 


KAC-820 150-Watt Power Amplifier 

2 channels. 75 W/ch from 20-30,000 Hz with 
less than 0.5% THD. Features fully discrete 
circuitry and Sigma dnve; gold DIN and 
RCA inputs; ground 1solation network; selec- 
table subwoofer cutoff frequency 50 Hz or 
100 Hz with mono output to eliminate phase 
cancellation; vanable input sens (0.1-5 V); 
protection circuitry. S/N 100 dB; damping 
factor >200. 774 x 2% x 11'Me in... . $349 


KAC-8070 114-Watt Power Amplifier 

4 channels. 20 W/ch rms x 2 (front), 37 W/ch 
x 2 (rear) from 20-30,000 Hz at <1% THD. 
Features front and rear independent configu- 
ration; pulse-switching dual power supply for 
high power-on-demand; dedicated-dnve Ic 
and ultra-linear power transistors with built- 
in overload protection circuitry; Class A/B 
design; OTL/OCL output stage; monolithic 1c 
design; ground-isolated input stages; 2 DIN 
inputs; F/R independent vanable input sensi- 
tivity controls (0.1-2 V); direct battery con- 
nection, single connector system. THD 
0.007% (at 10-W output); S/N 100 dB (IHF- 
A); damping factor >100; FR 2-100,000 Hz 
—3 dB (rear), 5-50,000 Hz —3 dB (front). 97”’16 
x 244 x 6% in .. G.56.6 Sao 


KAC-720 70-Watt Power Amplifier 

2 channels. 35 W/ch from 20-30,000 Hz with 
< 05% THD. Features gold DIN and RCA 
inputs; ground-isolation network; variable in- 
put sensitivity (0.1-5 V); full protection cir- 
cuit. S/N 100 dB; damping factor >100; FR 2- 
70,000 Hz —3 dB. 7Mie x 2%e x 54% in $229 


KAC-520 40-Watt Power Amplifier 
2 channels. 20 W/ch from 20-30,000 Hz with 
less than 0.5% THD. Features ground-isola- 
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tion network; vanable input sensitivity (0.1-5 
V); monolithic power Ic design. S/N 100 dB; 
damping factor >100; FR 5-50,000 Hz —3 dB. 
36% IM6:K SYA I eces casas cttaninn $99 


KRACO 


KPA-100 100-Watt Power Amplifier 

50 W/ch power output. Features BTL or com- 
mon ground input; low-battery warning; auto 
power on/off, circuit-guard protection; high- 
and low-level inputs; adjustable input level. 
ER: 20-20:000 Zs voces ceases sysieters $110 


LEAR JET STEREO 


6865 130-Watt Power Amplifier 

2 channels; brdgeable. 65 W/ch both driven 
into 4 or 2 ohms; 130 W into 4 or 8 ohms 
(mono mode). FR 20-20,000 Hz; S/N 90 dB; 
THD <0.1%; input sens/imp 100-500 mV/10 
kilohms (low level), 2.5 V/100 ohms (high 
level); slew rate 30 V/us .........5.- $185 


6840 80-Watt Power Amplifier 

2 channels; bridgeable. 45 W/ch both driven 
into 4 or 2 ohms; 80 W into 4 or 8 ohms 
(mono mode). FR 20-20,000 Hz; s/N 90 dB; 
THD <0.05%; input sens/imp 100 mV-1 V/ 
10 kilohms (low level); 2.5 V/100 ohms (high 
level); slew rate 20 V/us ........-.-- $115 


LINEAR POWER 


5002 500-Watt Power Amplifier 

Bridgeable amp features reconfigurable pow- 
er supply; Dynamic Improvement Processor; 
TO-3 power transistors; 32 amp per channel 
output current capability; 250 average W/ch 
from 38-20,000 Hz into 2 or 4 ohms with 
0.12% THD (per EIA 517); S/N 95 dB A-wtd; 
slew rate 16 V/ys; damping factor 219 at 4 
ohms. 3 x 912 x 1442 in; 11 Ib... ... $1,000 


3002 300-Watt Power Amplifier 

Bridgeable amp features reconfigurable pow- 
er supply; Dynamic Improvement Processor; 
TO-3 power transistors; noninteractive pro- 
tection circuitry; infinitely adjustable input 
sens; 150 average W/ch from 38-20,000 Hz 
into 2 or 4 ohms with 0.2% THD; S/N 95 
dBA; slew rate 16 V/s; damping factor 210. 
3 X:99A & AZ 1ns 9 ID: sis 6 ke ws wens $700 


1752 175-Watt Power Amplifier 

High current amplifier features delayed turn- 
on; TO-3 power transistors; noninteractive 
short circuit protection; infinitely adjustable 
input sens; 87.5 W/ch from 20-20,000 Hz 
into 2 or 4 ohms with 0.09% THD; damping 
factor 100 at 4 ohms; S/N 95 dBA; slew rate 
16 V/us. 3x 942 x 9% in; 6 lb ...... $500 


2602 120-Watt Power Amplifier 

Biamp with subwoofer output. Features inter- 
nal preset 77 Hz crossover; variable bass lev- 
el, vamlab FR 12-150,000 Hz +1 


dB; s Williston 20 W from 20-20,000 
Hz wi Audioran ; noninteractive short 
A eS 


protection; damping factor >200; 13 V/pus 
slew rate. 8x 27% x 10 in ........... $380 


4225 120-Watt Power Amplifier 

Dual-stereo design features fully independent 
infinitely variable input sens controls; high 
current power supply; 30 W x 4 ch from 20 to 
20,000 Hz into 4 ohms with 0.12% THD; 
damping factor 100 at 4 ohms; slew rate 9 
V/us; input imp 50 kilohms. 2 x 7'Yi6 x 742 
105 365 ID coisis s wewelares wacjamsie ss wreinr $350 


952 95-Watt Power Amplifier 

Low-profile, high-current amplifier features 2 
or 4 ohm reconfigurable power supply; infi- 
nitely adjustable input sens; noninteractive 
protection circuitry; 47.5 W/ch from 20- 
20,000 Hz into 4 ohms with 0.05% THD (per 
EIA 517); damping factor 100 at 4 ohms; 
slew rate 9 V/us; input imp 50 kilohms. 2 x 
PYG: X TA Ns. 3S Wis. ccis ered ecnees $300 


452 45-Watt Power Amplifier 

Low-profile, high-current amplifier features 2 
or 4 ohm capability; infinitely adjustable in- 
put sens; noninteractive protection circuitry; 
22.5 W/ch into 4 ohms from 20-20,000 Hz 
with 0.12% THD; damping factor 100 at 4 
ohms; slew rate 9 V/us; input imp SO kil- 
OhmS: 2:5: FUAG KS 10 viscose s oemieie $240 


“The Runt” 32-Watt Power Amplifier 

Features balanced transformerless design 
(BTL); separate left and mght infinitely vari- 
able input sens controls; 16 W/ch from 40- 
20,000 Hz into 4 ohms with 0.75% THD; 
damping factor 100; input imp 22 kilohms. 
1%x4x4Yin; 1 Ib .............. $120 


MAJESTIC ELECTRONICS 


MA770HD 300-Watt Power Amplifier 

2 channels; bridgeable. 150 W/ch peak pow- 
er, 70 W/ch continuous into 4 ohms from 20- 
20,000 Hz at 0.1% THD; Features auto power 
switching with LED indicator; gold plated 
RCA connectors; level control; built-in pro- 
tection circuit; DIN input; DC to DC circuitry; 
Molex connector; quick-connect speaker ter- 
minals; heavy-duty power cables; mounting 
hardware. S/N >70 dB; FR 20-20,000 +5 dB. 
7¥% x 8% x 35%; 6.5 Ib... 0... ee $270 


MASO0OHD 200-Watt Power Amplifier 

2 channels. 100 average W/ch from 20-20,000 
Hz into 4 ohms with 1% THD (per IHF A- 
202). Features RCA jacks; gain control; float- 
ing input capability; adjustable input sens; 
high-/low-level stereo inputs; DC-DC convert- 
er circuit; remote power switching; thermal 
and short circuit protection. Inputs switch- 
able to accept line-level and amplified signals. 
WYx3x8'MYoin ............ 008 $250 


MA440HD 360-Watt Power Amplifier 

4 channels. 360-W total power (150 W x 2 + 
30 W x 2); adjustable inputs; BTL circuit for 
front ch; DC-DC converter circuit for rear 
channel; mono/stereo switch for rear ch. Fea- 


ee 


tures remote-controlled switching; mono sub- 
woofer mode with low-pass filter. Inputs 
switchable to accept line-level and amplified 
signals. 4.04 Ib; 1142 x 3.x 77% in .... $200 


MA300HD 300-Watt Power Amplifier 

2 channels; bndgeable. 150 W/ch max power 
output, 55 W/ch continuous into 4 ohms 
from 20-20,000 at 0.7% THD. Features de- 
layed turn on; DC-DC converter circuit; ther- 
mal and output short circuit protection; high- 
and low-level inputs; RCA jacks; stereo/ 
mono switch; subwoofer/full-range switch; 
floating input capability; adjustable input 
sens; remote power switching. S/N 65 dB; ch 
sep 45 dB. 85% x 2% x 8% in ... . $200 


MASSOHD 200-Watt Power Amplifier 

2 channels; bridgeable. 100 W/ch peak pow- 
er, 50 W/ch continuous into 4 ohms from 20- 
20,000 Hz at 0.1% THD. Features auto power 
switching with LED indicator; gold plated 
RCA connectors; level control; built-in pro- 
tection circuit; DIN input; DC to DC circuitry; 
Molex connector; quick-connect speaker ter- 
minals; heavy-duty power cables; mounting 
hardware. S/N >70 dB; FR 20-20,000 +5 dB 
T% x 7% x 2% in; 6.5 Ib .......... $150 


MA240HD 210-Watt Power Amplifier 

4 channels. 210-W total power (75 W x 2 + 
30 W x 2); 45 average W/ch from 20-20,000 
Hz into 4 ohms with 1% THD (per IHF A- 
202). Features 2-/4-ch input selector; BTL cir- 
cuit for front ch; transformer circuit for rear 
channel; delay turn on; remote on/off con- 
trol; thermal output and short circuit protec- 
tion; RCA jacks; 2 gain controls. Inputs 
switchable to accept line-level and amplified 
signals. 4.62 lb; 7346x2x 6%in..... $140 


MA200HD 150-Watt Power Amplifier 

2 channels. 30 average W/ch from 40-18,000 
Hz into 4 ohms with 1% THD (per IHF A- 
202). Features transformer-coupled 150-W- 
total-power amplifier with gain control; high- 
imp RCA jacks; protection circuit. Inputs ac- 
cept line-level signal. Input sens 65-2,500 V 
adjustable; depress speaker connections. 7% 
x2x 6% in; 4Ib.. $110 


MAI60HD 160-Watt Power Amplifier 

2 channels. 80 W/ch max power output, 35 
W/ch continuous into 4 ohms from 20- 
20,000 at 0.7% THD. Features delayed turn 
on; transformer output configuration; high- 
and low-level stereo inputs; thermal and out- 
put short circuit protection; RCA Jacks; ste- 
reo/mono switch; — subwoofer/full-range 
switch; floating input capability; adjustable 
input sens; remote power switching. S/N 65 
dB; ch sep 45 dB. 85% x 2% x S%* in . $120 


MA110HD 100-Watt Power Amplifier 

2 channels. SO W/ch max power output, 18 
W/ch continuous into 4 ohms from 20- 
20,000 at 0.7% THD. Features delayed turn 
on; BTL output circuit; high- and low-level 
Stereo inputs; thermal and output short cir- 
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Hang on for plenty of deep, low bass with the powerful punch of two 
new Kicker 10" Competition Woofers! 


Your rear deck mounted speakers can stay put. The 2X10 fires the 
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cull, protection; RCA jacks; stereo/mono 
switch, subwoofer/full-range switch; floating 
input capability, adjustable input sens; remote 
power switching. S/N 65 dB, ch sep 45 dB 
2°86 x 334 1n; 2 Ib $s0 


SSa.x 


MAXXIMA 


| CSA-200 200-Watt Power Amplifier 
200-W amplifier with high- and low-level in- 
puts. 834. x 2'46 x Sin $199 


MGT AUDIO SYSTEMS 


| CPA-300 300-Watt Power Amplifier 
Features DC-to-DC inverter circuit; built-in 
protection circuit: oversized heatsink. 150 
Wh x 2, 75 W/ch x 4. Approx ..... $319 


CPA-130 130-Watt Power Amplifier 
2-ch or mono power amplifier with 2-way in- 
put arrangement (adjustable high impedance 
or low impedance); built-in protection circuit; 
oversized heatsink; twin DC-to-DC inverted 
high-power supply; input level adjustment for 
volume; RCA input connector; remote power 
switching circuit. 65 W/ch x 2 from 20- 
20,000 Hz into 4 ohms with 0.5% THD, 160 
W mono at 1,000 Hz into 4+ ohms with 1% 
| THD. 13 x 244 x 654 in see aon ae 


CPA-60 60-Watt Power Amplifier 

2-ch or mono power amplifier with 2-way in- 
put arrangement (adjustable high impedance 
or low impedance); built-in protection circuit; 
oversized heatsink; LED power indicator; twin 
DC-to-DC inverted high-power supply; input 
level adjustment for volume; RCA input con- 
nector; remote power switching circuit. 30 
W/ch x 2 from 20-20,000 Hz into 4 ohms 
with 0.5% THD, 80 W mono at 1,000 Hz into 
4 ohms with 1% THD. 9 x 2% x 6% in $130 


Vilbert BaM-230 


CPA-40 40-Watt Power Amplifier 

2 channels. 20 W/ch rms into 4 ohms with 
1% THD. High- and low-level inputs. Input 
imp 10 kilohms (low level), S00 ohms (high 
level); 1R 40-25,000 Hz +3 dB . $50 


MILBERT AMPLIFIERS 


Ba1-230 60-Watt Tube Power Amplifier 

2 channels. 30 W/ch into 4 or 8 ohms both 
channels driven at full power from 30-20,000 
Hz with <2% THD. Features black anodized 
aluminum chassis, gold-plated RCA line-level 
input jacks, automatic shut-off if battery volt- 
age drops below 10'2 V; remote power on/ 
off, adjustable input sensitivity. FR 5-60,000 
Hz +0/-—3 dB, signal-to-noise ratio >90 dB 
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below rated output from 20-20,000 Hz. 18 x 
6¥4 x 442 in, 15 Ib. $1,395 


MITSUBISHI CAR AUDIO 


CVX-10 260-Watt Power Amplifier 

260 W total power (130 W/ch) at 0.1% THD 
into 4 ohms/2-channel mode, 65 W/ch at 
0.1% THD/4-channel mode. Features discrete 
design; mull-input connectors; two-step gain 
control; auto-remote power switching; pulse- 
width modulation power supply. FR 7-50,000 
Hz +3 dB. 2% x 9%6x 15Vain...... $380 


CVX-5 140-Watt Power Amplifier 

140 W total power (70 W/ch) at 0.1% THD 
into 4 ohms/2-channel mode, 35 W/ch at 
0.1% THD/4-channel mode. Features discrete 
design; multi-input connectors; two-step gain 
control; auto-remote power switching; pulse- 
width modulation power supply. FR 7-50,000 
Hz +3 dB. 2% x 9MY6 x 105% in...... $260 


CVX-3 130-Watt Power Amplifier 

Features switching pulse-width modulation 
power regulator; low-distortion circuitry. 65 
W/ch x 2; FR 20-50,000 Hz ......... $210 


CVX-2 60-Watt Power Amplifier 

Features balanced transformerless and con- 
densorless circuitry. 30 W/ch x 2; FR 20- 
SQ000 HZ s.smiic ends caneedamessas $110 


NAKAMICHI 


PA-400 140-Watt Power Amplifier 

1 channel (monaural). 140 W into 4 ohms 
with <0.002% THD; 220 W into 2 ohms with 
0.005% THD. Features L + R summing net- 
work for subwoofer applications; adjustable 
line-level input sens; short-circuit, thermal, 
and DC offset protection circuitry. S/N >110 
dB; FR 1-70,000 Hz +1 dB; damping factor 
> 1000; input sens 0.2-0.8 V (variable). 125% x 
26 X CAG ine novice cccee denen sas $495 


PA-350 140-Watt Power Amplifier 

4 channels. 35 W x 4 into 4 ohms with 
<0.005% THD. Features adjustable line-level 
input sens; short-circuit, thermal, and Dc off- 
set protection circuitry. S/N >110 dB, FR 5- 
50,000 Hz +1 dB; damping factor > 1000; in- 
put sens 0.2-0.8 V (variable), stereo separa- 
tion >80 dB. 125% x 2Y%6 x 6%e in ... $449 


PA-300I1 150-Watt Power Amplifier 

2 channels. 75 W/ch into 4 ohms with 
<0.002% THD. Features adjustable line-level 
input sens; direct and low-cut inputs, short- 
circuit, thermal, and DC offset protection cir- 
cuitry. S/N >110 dB; FR 5-50,000 Hz +1 dB; 
damping factor >1000; input sens 0.2-0.8 V 
(variable); stereo separation >85 dB. 12% x 
2ie x 66 in . $395 


output stage; adjustable input sens; switch- 
able inputs accept line-level or amplified 
sources; short-circuit, thermal, and DC offset 
protection circuitry; compact chassis. S/N 
>110 dB; FR 20-50,000 Hz +0/—3 dB; damp- 
ing factor >1000; input sens 0.2-0.8 V (vani- 
able low level), 1-4 V (high level); stereo sepa- 
ration >80 dB. 712 x 1% x 6%6 in ... $229 


Nakamichi PA-350 


PA-150 56-Watt Power Amplifier 

4 channels. 14 W x 4 into 4 ohms with 
<0.05% THD. Features compact chassis; ad- 
justable line-level input for each channel. S/N 
>100 dB; FR 5-50,000 Hz +0/—3 dB; damp- 
ing factor >150; input sens 0.2-0.8 V variable. 
544 X 1LYAX. GAG 2.1 ncceccccelate $219 


PA-100 28-Watt Power Amplifier 

2 channels. 14 W/ch into 4 ohms with 
<0.05% THD. Features adjustable input sensi- 
tivity and speaker level input adaptor for use 
with amplified sources; compact chassis. S/N 
>100 dB; FR 5-50,000 Hz +0/—3 dB; damp- 
ing factor >150; input sens 0.2-0.8 V variable. 
34% x 1Y4X GAG iN 2. cece sac etre $129 


ORION 


Orion amps feature 1.6-Hz high-pass filters to 
eliminate DC offset; FET-switched 40-dB audio 
attenuator; optically isolated remote turn-on 
circuit; dual balanced output transistor config- 
uration; phantom power to run accessories; 
RCA and DIN inputs; variable input sens; low 
EMLRFI emissions. 


GS-2350 700-Watt Power Amplifier 

24-K gold-plated Digital Reference series 
amp with 350 W/ch continuous into 4 ohms 
with no more than 0.3% THD, and no more 
than 0.008% IMD. 22 x 8142 x 2% in . $2,000 


GS-1000 200-Watt Power Amplifier 

24-K gold-plated Digital Reference series 
amp with 100 W/ch continuous into 4 ohms 
with no more than 0.03% THD, and no more 
than 0.01% IMD... 2... ccc ceca $1,000 


GS-100 100-Watt Power Amplifier 

24-K gold-plated Digital Reference series 
amp with 50 W/ch continuous into 4 ohms 
with no more than 0.03% THD, and no more 
than 0.009% IMD............0cceee $800 


425-HCCA 100-Watt Power Amplifier 
4-ch Class A power amp with high-current 
capability. Features 25 W/ch continuous x 4 
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into 4 ohms, with no more than 0.03% THD; 
dynamic headroom 3 dB; FR 6-50,000 Hz; S/N 
>112 dB; input sens 150 mV-5 V; output imp 
0.5-16 ohms; input imp 10 kilohms; damping 
factor >2000; slew rate 75 V/s; sep 80 dB. 
22 x 84% x 2% in 

225-HCCA. As above except 2 ch .... 


4100-gx 400-Watt Power Amplifier 

4 channels. 100 W/ch continuous x 4 into 4 
ohms with no more than 0.03% THD; dynam- 
ic headroom 3 dB; FR 6-30,000 Hz +0.5 dB; 
S/N >110 dB; input sens 150 mV-S5 V; output 
imp 2-16 ohms; input imp 10 kilohms; damp- 
ing factor >2000; slew rate 75 V/us; sep 80 
dB. 22 x 84% x 2% in 


2350-gx 700-Watt Power Amplifier 

350 W/ch continuous into 4 ohms with no 
more than 0.1% THD; dynamic headroom 3 
dB; FR 6-30,000 Hz; S/N >110 dB; input sens 
150 mV-5 V; output imp 4-16 ohms; input 
imp 10 kilohms; damping factor >2000; slew 
rate 80 V/us. 22 x 812 x 2% in 


250-HCCA 100-Watt Power Amplifier 

2 channel Class A amplifier. 50 W/ch into 4 
ohms with no more than 0.03% THD; S/N 
110 dB; FR 6-30,000 Hz; sep 80 dB. 17 x 8% 
x 2% in 


2150-gx 300-Watt Power Amplifier 

150 W/ch continuous into 4 ohms with no 
more than 0.03% THD; dynamic headroom 3 
dB; FR 6-30,000 Hz +1 dB; S/N >110 dB; in- 
put sens 150 mV-5 V; output imp 2-16 ohms; 
input imp 10 kilohms; damping factor >2000; 
slew rate 75 V/us. 17 x 842 x 2% in.. $669 


280-gx 160-Watt Power Amplifier 

80 W/ch continuous into 4 ohms with no 
more than 0.03% THD; dynamic headroom 3 
dB; FR 6-30,000 Hz +0.5 dB; s/N >110 dB; 
input sens 150 mV-5 V; output imp 2-16 
ohms; input imp 10 kilohms; damping factor 
>2000; slew rate 75 V/s; sep 80 dB. I1 x 
82x 24% in 


240-gx 80-Watt Power Amplifier 

40 W/ch continuous into 4 ohms with no 
more than 0.03% THD; dynamic headroom 3 
dB; FR 6-30,000 Hz +0.5 dB; S/N 107 dB; in- 
put sens 150 mV-5 V; output imp 2-16 ohms; 
input imp 10 kilohms; damping factor >2000; 
slew rate 75 V/ps. 7/2 x 842 x 2% in. $289 


220-gx 40-Watt Power Amplifier 

20 W/ch continuous into 4 ohms with 0.03% 
THD; dynamic headroom 3 dB; FR 6-30,000 
Hz +0.5 dB; s/n 90 dB; input sens 150 mV-5 
V; output imp 2-16 ohms; input imp 10 kil- 
ohms; damping factor >S00; slew rate 75 
V/us; sep 80 dB. 4x 842 x 2% in .... $169 


PANASONIC 


CY-SA61 120-Watt Power Amplifier 
2 channels. 60 W/ch from 20-20,000 Hz into 
4 ohms with 0.005% THD (per IHF A-202) 


Features dual inputs; auto power on/off with 
radio; DC-DC converter; continuous input; 
sens adjuster; line-level inputs........ $250 


CY-SA30 50-Watt Power Amplifier 

2 channels. 25 W/ch from 20-40,000 Hz +3 
dB. Features high-/low-level input sensitivity 
adjustment. FR 20-40,000 Hz +3 dB. pc 12 
volt negative ground; remote power on/off. 
5’ x 4%ex 12 1n 


PHASE LINEAR 


PLT150 60-Watt Power Amplifier 

2 channels; bridgeable. 30 W/ch continuous, 
150 W/ch peak power into 4 ohms from 20- 
20,000 Hz with <0.05% THD (2 ch); 90 W 
continuous, 180 W peak power into 4 ohms 
with <0.1% THD (bridged mode); 40 W/ch 
continous, 90 W/ch peak into 2 ohms from 
20-20,000 Hz with <0.1% THD. Features 7 
dB dynamic headroom (20-200 ms, 4 ohms); 
high- and low-level inputs; gold-plated audio 
connectors. FR 10-40,000 Hz +1 dB; s‘N 90 


dBA; input sens/imp 25-250 mV/10 kilohms 
(low level), 0.25-2.5 V/10 ohms (high level). 
8% x 2%6 x 10% in 


PLA15 30-Watt Power Amplifier 

2 channels. 15 W/ch into 4 ohms from 30- 
20,000 Hz with <0.2% THD; 22 W/ch into 2 
ohms from 30-20,000 Hz with <0.4% THD. 
FR 10-40,000 Hz +1 dB; S/N 85 dBA; input 
sens 25-250 mV (low level), 0.25-5 V (high 
level); input imp 10 kilohms (low), 10 ohms 
(high). 7% x 2Y%6 x 34%2 in 


PHILIPS AUTO AUDIO 


EN2100 200-Watt Power Amplifier 

2 channels. 100 W/ch. Features Class AB, 
BPT discrete circuit design; 600-W digital 
fully regulated switching power supply; full 
output at 20 Hz with both channels driven; 
switchable input sens; remote on/off; LED 
system fault monitor; thermal protection; line 
inputs, S/N >100 dB; THD <0.05% ... $350 


EN250 100-Watt Power Amplifier 

2 channels. 50 W/ch with 0.05% THD. Fea- 
tures Class AB, BPT discrete circuit design; 
switchable input sens; remote on/off, LED 
system fault monitor; thermal protection; line 
inputs, S/N >100 dB; FR 20-20,000 Hz. 27% x 
9¥4 x 7% in; 7 Ib 


AP210 140-Watt Power Amplifier 

2 channels. 70 W/ch from 20-20,000 Hz into 
4 ohms with 10% THD. Features remote turn 
on; thermal shut-down; short circuit protee- 
tion; line- and speaker-level inputs. FR 1S- 
40000 HZS/N'90 GB: arias s estes :ahsr0's $300 


AP264 80-Watt Power Amplifier 

4 channels. 20 W x 4. Features Philips com- 
mon-mode subtractor noise suppression cir- 
cuit; line-level phi <ieublashielded line-in 
. FR 20-40,000 
wits wfatetigs $130 


Hz; S/N 90 Gig 
No 


CRUTCHFIELD 


a ei 


Youll find the most helpful shopping infor- 
mation in the 108 page Crutchfield catalog 


FREE 


Stereo 
Catalog 


Refer to the Crutchfield catalog 
before buying your next car stereo, 
home stereo, or video product: 


© 108 pages of helpful articles, consumer 
tips, charts, and installation guides. 


® Color photos, complete descriptions 
and technical specifications on 
hundreds of the finest brand name 
products. 


You get more value shopping 
Crutchfield: 


© Toll-free product advice, ordering, and 
customer service. 

© 24 hour shipping 

® Absolute satisfaction guaranteed. 

© Full 30-day return privileges. 

® Discount prices on Sony, Pioneer, JVC, 
Teac, Proton, Advent, Jensen, Clarion, 
Concord, Sherwood, Canon, Bose, and 
many more! 


Call or send this coupon now 
for your FREE Catalog 


800-336-5566 


Be sure to mention Qu Sereo Revew when ailing 


Name 


Address : Apt? 


City a State Zip : 


CRUICHFIELD : 


1 Crutchfield Park, Dept, SB Charlottesville VA 22006. | 
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AP262 40-Watt Power Amplifier 

2 channels. 20 W/ch. Features line- and 
speaker-level inputs; remote on/off switching; 
power on indicator, Philips common-mode 
subtractor noise suppression circuit; night il- 
lumination. FR 20-20,000 Hz $100 


PIONEER 


GM-A200 140-Watt Power Amplifier 

2 channels. 70 W/ch into 4 ohms from 30- 
20,000 Hz with 0.3% THD; 150 W/ch max 
output. Features 3-way inputs (RCA/DIN/ 
booster) and input gain control. Inputs accept 
line- or amplified signal. S/N 100 dBA. 9'2 x 
244 x 108% in $340 


GM.-203 90-Watt Power Amplifier 

2 channels. 48 W/ch into 4 ohms from 30- 
20,000 Hz at 0.3% THD; 100 W/ch max out- 
put. Features 3-way inputs and_ selector 
switch including Pioneer DIN connector (70- 
250 mV/20 kilohms), RCA jacks (200-700 
mV/10 kilohms), and booster (3-10 V/I1 kil- 
ohm); fully adjustable input sens for max con- 
nection versaulity; auto power on/off, pop- 
noise muting. FR 10-70,000 Hz +3 dB . $270 


Pioneer GM-203 


GM-123 56-Watt Power Amplifier 

2 channels. 28 W/ch into 4 ohms from 30- 
20,000 Hz at 0.3% THD; 60 W/ch max out- 
put. Features 3-way inputs and_ selector 
switch including Pioneer DIN connector (70- 
250 mV/20 kilohms), RCA pins (200-700 
mV/10 kilohms), and booster (3-10 V/1 kil- 
ohm), fully adjustable input sens for max con- 
nection versatility; auto power on/off; pop- 
noise muting. FR 10-70,000 Hz +3 dB. $200 


GM-43A 24-Watt Power Amplifier 

12 W/ch into 4 ohms from 30-20,000 Hz at 
0.8% THD; 30 W/ch max output. Features 3- 
way inputs and selector switch including Pio- 
neer DIN connector (70-700 mV/22_ kil- 
ohms), RCA pins (0.2-2 V/15 kilohms), and 
booster (3-30 V/120 ohms); fully adjustable 
Inpul sens, auto power on/off, pop-noise mut- 
ing. FR 12-50,000 Hz +3 dB . $80 


GM-41A 24-Watt Power Amplifier 
12 W/ch into 4 ohms from 30-20,000 Hz at 
THD, 30 W/ch max output. Features 
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Pioneer DIN connector (70 mV/22 kilohms); 
auto power on/off; pop-noise muting. FR 12- 
$0,000 Hz £3-AB i. casas onctiiciewenen S05 


PRECISION POWER 


PPI-2300 600-Watt Power Amplifier 

2 channels; bridgeable. 300 W/ch at 0.02% 
THD from 10-S0,000 Hz +1 dB into 2 or 4 
ohms 12 V be, Class AB biased 600-W stereo 
power amp with dual-isolated, high-efficien- 
cy, pulse-regulated power supplies and inde- 
pendent amplifier channels. Fully discrete 
outpul transistor sections with multiple de- 
vices rated at 2,400 W. 100% solid-state 
modular construction featuring computer- 
grade double-sided P.C. boards, gold RCA 
inputs, and sealed modular input gain poten- 
tiometers. Short-circuit, current, and thermal 
protection. S/N 102 dBA; dynamic headroom 
2:3:GB:; 2% 8:X% 2410 se530 cases $800 


PPI-2200 400-Watt Power Amplifier 

2 channels; bridgeable. 200 W/ch at 0.02% 
THD from 10-50,000 Hz +1 dB into 2 or 4 
ohms 12 V pc. Class AB biased 400-W stereo 
power amp with dual-isolated, high-efficien- 
cy, pulse-regulated power supplies and inde- 
pendent amplifier channels. Fully discrete 
output transistor sections with multiple de- 
vices rated at 1,800 W. 100% solid-state 
modular construction featuring computer- 
grade double-sided P.C. boards, gold RCA 
inputs, and sealed modular input gain poten- 
tiometers. short-circuit, current, and thermal 
protection. S/N 102 dBA; dynamic headroom 
2.3: GBs 2X 8 XLS ii hoes warcisis « wersione $650 


PPI-4050 230-Watt Power Amplifier 

4 channels; bridgeable. 230 or 180 W at 
0.02% THD from 10-50,000 Hz +1 dB into 4 
ohms 12 V pc. Class AB biased 230-W 4-ch 
compact bi-amp system specifically optumized 
for subwoofer satellite systems. Dual pulse- 
regulated power supplies insure true bi-amp 
performance. On-board selectable electronic 
crossovers. 40 W/ch high pass plus 150 W 
mono. Crossover defeat switch for 180-W 
full-range operation. 100% solid-state unit- 
ized construction with computer-grade dou- 
ble-sided P.C. board, gold RCA inputs, and 
independent front/rear input gain potentiom- 
eters. S/N 102 dB A-wtd; dynamic headroom 
2.3 dB.2x8x 1Sin . $550 


Pioneer GM-41A 


PPI-2125 250-Watt Power Amplifier 

2 channels; bridgeable. 125 W/ch stereo or 
370 W mono at 0.02% THD from 10-50,000 
Hz +1 dB into 4 ohms 12 V bc. Class AB bi- 


ased WWiIRES¢on °F amp with fully dis- 


supply delivers high output current capability 
regardless of input voltage. 100% solid-state 
construction including computer-grade dou- 
ble-sided P.C. boards, gold RCA inputs, and 
sealed modular potentiometer gain control. 
Protected against short-circuit, current, or 
thermal overload. S/N 102 dB A-wtd; dynam- 
ic headroom 2.3 dB; adjustable input gain 300 
mV=2 V..2.%8 X12 Meascs iccicun Pri $540 


PPI-3050 160-Watt Power Amplifier 

4 channels; bridgeable. 160 W at 0.02% THD 
from 10-50,000 Hz +1 dB into 4 ohms 12 V 
pc. Class AB biased with fully discrete out- 
put transistor circuitry. 30 W/ch for front 2 
channels combined with 50 W/ch for rear 2 
channels. High-efficiency _ pulse-regulated 
power supply delivers high output current ca- 
pability regardless of input voltage. 100% sol- 
id-state construction including computer- 
grade double-sided P.C. boards. Independent 
front/rear gold RCA inputs and gain controls 
utilizing sealed modular potentiometers. S/N 
102 dB A-wtd; dynamic headroom 2.3 dB; in- 
put gain 300 mV-2 V.2x 8x 12 in .. $395 


PPI-2075 150-Watt Power Amplifier 

2 channels, bridgeable. 75 W/ch stereo or 240 
W mono at 0.02% THD from 10-50,000 Hz 
+1 dB into 4 ohms 12 V pc. Class AB biased 
150-W stereo power amp with fully discrete 
Output transistor circuitry rated at 900 W. 
High-efficiency pulse-regulated power supply. 
100% solid-state unitized construction in- 
cluding computer-grade double-sided P.C. 
boards, gold RCA inputs, and sealed modular 
potentiometer gain control. Protected against 
short-circuit, current, or thermal overload. 
S/N 102 dBA; dynamic headroom 2.3 dB; in- 
put gain 300 mV-2 V.2 x 8x 10in .. $395 


PPI-2050 100-Watt Power Amplifier 

2 channels; bridgeable. 50 W/ch at 0.02% 
THD from 10-S0,000 Hz +1 dB into 4 ohms 
12 V pc, 75 W/ch into 2 ohms. Class AB bi- 
ased 100-W stereo power amp with fully dis- 
crete Output transistor circuitry rated at 600 
W. Pulse-regulated switching power supply 
delivers high output current capability re- 
gardless of input voltage. 100% solid-state 
unitized construction including computer- 
grade double-sided P.C. boards, gold RCA 
inputs, and sealed modular potentiometer 
gain control. Protected against short-circuit, 
current, or thermal overload. S/N 102 dB A- 
wtd; dynamic headroom 2.3 dB; input gain 
300 mV-2 V.2x8x 8’in......... $320 


PPI-2030 60-Watt Power Amplifier 

2 channels; bridgeable. 30 W/ch at 0.02% 
THD from 10-50,000 Hz +1 dB into 4 ohms 
12 V pc, $2 W/ch into 2 ohms. Class AB bi- 
ased 60-W stereo power amp with fully dis- 
crete Output transistor circuitry rated at 300 
W. Pulse-regulated switching power supply 
delivers high output current capability re- 
gardless of input voltage. No current limiting. 
100% solid-state unitized construction in- 
cluding computer-grade double-sided P.C. 


boards, gold RCA inputs, and sealed modular 
potentiometer gain control. S/N 102 dB A- 
wtd: dynamic headroom 2.3 dB; adjustable 


input gain 300 mV-2 V. 2x8 x Sin.. $198 


PROTON 


D275 150-Watt Power Amplifier 

2 channels; bndgeable. 75 W/ch from 20- 
20,000 Hz with 0.08% THD; 300 W/ch dy- 
namic power at 4 ohms. Features Dynamic 
Power on Demand (DPD) to provide up to 
four times the 75-W rated continuous power 
upon musical demand for up to 6 dB dynamic 
headroom; dual-section power supply with 
one sechion acting as a power reserve to give 
DPD amps ability to sustam max dynamic 
power for up to 400 ms; switchable inputs 
and current; voltage and thermal protection 
2-ohm compatible. FR 20-20,000 Hz +0.5 dB; 
S/N 100 dB. 734x 2x 11%61n . $319 


Proton D275 


D230 60-Watt Power Amplifier 

2 channels. 30 W/ch average from 20-20,000 
Hz into 4 ohms with 0.08% THD, up to 140 
W/ch max at 4 ohms in DPD mode stable 
into 2 ohms. Features Dynamic-Power-on- 
Demand (DPD), inputs switchable to accept 
line-level or amplified signal; thermal protec- 
tion. S/N 90 dBA. 734x 2 x 6M%iein .. $199 


222 28-Watt Power Amplifier 

2 channels. 14 W/ch into 4 ohms from 20- 
20,000 Hz with 0.08% THD. Features Anti- 
Clipping Circuitry; 2-ohm compatible. 7% x 
2 x 2% in; 1.72 Ib . $129 


220 44-Watt Power Amplifier 

2 channels. 22 W/ch into 4 ohms from 20- 
20,000 Hz with 0.08% THD. Features Anti- 
Clipping Circuitry, variable input sens; high-/ 
low-level inputs. 74 x 15% x 5%6in... $60 


PYLE 


A400 400-Watt Power Amplifier 

2 channels, bridgeable. 200 average W/ch 
from 20-20,000 Hz into 4 ohms with 0.05% 
THD. Features digital-pulse-width-modulated 
power supply; adjustable input sens controls; 
fully protected output stage; internal noise fil- 
| tering, RCA inputs. Inputs accept line-level 
signal S/N 100 dBA; FR 10-50,000 Hz +0, —3 
dB, mse time 3 jas, input imp nominal 20 kil- 
ohms; input sens max 300 mV at full rated 
output, THD 0.01% at 1,000 Hz, 2 W into 4 
ohms; sep >80 dB at 1,000 Hz; power con- 
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sumption 80 A max into 4 ohms. 8 Ib; 124 x 
ZUG KON is cree wcararaace .. $600 


A200 200-Watt Power Amplifier 

2 channels; bndgeable. 100 average W/ch 
from 20-20,000 Hz into 4 ohms with 0.05% 
THD, Features digital-pulse-width-modulated 
power supply; adjustable input sens controls; 
fully protected output stage; internal noise fil- 
tering; RCA inputs, S/N 100 dBA; FR 10- 
$0,000 Hz +0, —3 dB; rise time 3 microsec- 
onds; input imp nominal 20 kilohms; input 
sens max 300 mV at full rated output; THD 
0.01% at 1,000 Hz, 2 W into 4 ohms; sep >80 
dB at 1,000 Hz. 1244 x 242 x 71in.... $440 


A140/4 140-Watt Power Amplifier 

4-channels. 35 average W/ch from 20-20,000 
Hz into 4 ohms with 0.05% THD (4 ch). Fea- 
tures digital-pulse-width-modulated power 
supply; adjustable input sens controls, fully 
protected output stage; internal noise filter- 
ing; RCA inputs. S/N 100 dBA; FR 10-50,000 
Hz +0, —3 dB; rise time 3 pts; input imp nom- 
inal 20 kilohms; input sens max 300 mV at 
full rated output; THD 0.01% at 1,000 Hz, 2 
W into 4 ohms; sep >80 dB at 1,000 Hz. 6 lb; 
12U4)%. ZYVOX 7 8 weweoias axtnrws mew $326 


A100 100-Watt Power Amplifier 

2 channels; bridgeable. 50 average W/ch 
from 20-20,000 Hz into 4 ohms with 0.05% 
THD. Features digital-pulse-width-modulated 
power supply; adjustable input sens controls; 
fully protected output stage; internal notse fil- 
tering; RCA inputs. S/N 100 dBA; FR 10- 
50,000 Hz +0, —3 dB; rise time 3 microsec- 
onds; input imp nominal 20 kilohms, input 
sens max 300 mV at full rated output; THD 
0.01% at 1,000 Hz, 2 W into 4 ohms; sep >80 
dB at 1,000 Hz; power consumption 20 A 
max. 5 Ib; 10’%4x24%2x7in......... $300 


Pyle A200 


AS50 50-Watt Power Amplifier 
2 channels; bridgeable. 25 average W/ch 
from 20-20,000 Hz into 4 ohms with 0.05% 
THD. Features digital-pulse-width-modulated 
power supply; adjustable input sens controls; 
fully protected output stage; internal noise fil- 
tering; RCA inputs. S/N 100 dBA; FR 10- 
50,000 Hz +0, —3 dB; mse time 3 js; input 
imp nominal 20 kilohms; input sens max 300 
ale aut; THD 0.01% at 1,000 
, sep >80 dB at 1,000 
pa4 $160 


REALISTIC 
12-1957 80-Watt Power Amplifier 


2 channels. 40 W/ch. Features auto power-on 


with LED indicator; switching power supply; 
high- and low-impedance input jacks; over- 


load protection. | x 7x 6% in.....-.. $80 


12-1869 40-Watt Booster/Amplifier 

Stereo booster amp with LED indicator. In- 
puts accept amplified signal from cassette re- 
ceiver or other source. Power output 20 aver- 
age W/ch. 4%6x 1x 4%oin........- $20 


ROCKFORD FOSGATE 
Power 1000 1000-Watt Power Amplifier 


4 channels; bridgeable. 150 W x 4 into 4 } 


ohms from 20-20,000 Hz with <0.05% THD, 
250 W x 4 into 2 ohms with <0.1% THD (4— 


ch); 500 W x 2 into 4 ohms from 20-20,000 | 


Hz with <0.1% THD (2 ch bridged mode). — 
Features 2-ohm stability; 32 MOSFET outputs; 
fully discrete amplifier stage; analog coupling 
protection circuit; | thermostat-controlled, 
variable-speed fan; built-in bridging capabili- 


ty; variable inputs from 40 dBV to 14 dBV. | 


FR 20-100,000 Hz +0.5,—3 dB; damping fac- 
tor >200 (at circuit board), >50 (at speaker — 


| 


fuse) referred to 4 ohms; S/N >80 dB; slew | 


factor >5; slew rate >20 V/s. 279% x 74% x 
3% in; 23 Ib.............05. ee $2,500 


Power 650 650-Watt Power Amplifier 


4 channels; bridgeable. 650 W rms total pow- | 


er at less than 0.05% THD. Features 2 ohm 


| 


stability, built-in electronic variable cross- | 


over; internal protection; built-in bridging ca-_ 
pability; thermostat-controlled fan 


Power 350 350-Watt Power Amplifier if 
4 channels; bridgeable. 50 W x 4 into 4 ohms, | 


75 W x 4 into 2 ohms (4 ch); 150 W x 2 into 4° 


ohms (2 ch). Features 2 ohm stability; built-in ; 


active electronic variable crossover; internal 
protection; built-in bridging capability; ther-_ 
mostat-controlled fan .............4- $950 


Punch 150 150-Watt Power Amplifier 

2 channels; bridgeable. 75 W/ch into 4 ohms, 
90 W/ch into 2 ohms (2 ch). Features built-in 
EQ with variable bass and treble control; 2 
ohm stability; variable inputs; built-in bridg- 
ing capability; fuse protection ........ $465 


Punch 75 75-Watt Power Amplifier 

2 channels; bridgeable. 37.5 W/ch into 4 
ohms, 60 W/ch into 2 ohms (2 ch). Features 
built-in equalization with variable bass and 
treble control, 2 ohm stability; built-in bridg- 
ing capability; internal fuse protection; exter- 
nal fuse protection for speakers ...... $335 


Punch 45 45-Watt Power Amplifier 

2 channels; bridgeable. 22.5 W/ch into 4 
ohms, 35 W/ch into 2 ohms (2 ch). Features 
built-in equalization with variable bass and 
treble control; 2 ohm stability; short-circuit 
protection; selectable inputs ........+ $215 


- - $1,500 | 


SANSUI 


SM-X700 180-Watt Power Amplifier 

2 channels. Power output 110 W/ch into 4 
ohms, | kHz, 10% THD; 90 W/ch into 4 
ohms 1% THD; Features twin X-balanced 
amplifier circuit configuration; 2 amps in out- 
put stage for each channel. Features ground 
isolation on/off switch. FR 5-100,000 Hz +3 
dB; S/N >100 dB; input sens 100 mV/10 kil- 
ohms (adjustable). 1258 x 3% x 11 in . $450 


SM-X500 100-Watt Power Amplifier 

2 channels; bndgeable. Power output 60 
W/<ch into 4 ohms with 10% THD; 50 W/ch 
into 4 ohms with 1% THD (2 ch); 120 W into 
4 ohms (bridged); Features ground isolated 
X-balanced technology with electrically bal- 
anced circuitry and high dynamic power. S/N 
90 dB; FR 20-40,000 Hz +3 dB; adjustable in- 
put sens. 77% x 2%6 x 9442 in ....... $240 
SM-X300 70-Watt Power Amplifier 

2 channels. Power output 35 W/ch into 4 
ohms with 1% THD, max power output 47 
W/ch with 10% THD; Features half-DIN- 
size chassis; ground isolated X-balanced tech- 
nology with electrically balanced circuitry 
and high dynamic power. S/N 85; FR 20- 
40,000 Hz +3 dB; input sens 200 mV at 47 
kilohms. 74x 1x 6%6in........... $170 


SM-X70 30-Watt Power Amplifier 

2 channels. Power output 28 W/ch into 4 
ohms with 10% THD, 15 W/ch with 1% 
THD; Features RCA pin jacks, ground isola- 
tion on/off switch. THD 0.05%; S/N 91 dB 
(IHF-A); input sens 300 mV at volume max. 
3%6 x Hox 3MHoin.............-. $90 


SANYO 


PA7050 100-Watt Power Amplifier 

2 channels. 50 W/ch average from 20-20,000 
Hz into 4 ohms with 0.05% THD (per IHF A- 
202). CD-ready power amplifier with auto DC 
power control circuit. S/N 100 dB A-wtd; dy- 
namic headroom 2 dB; dynamic range 100 
dB. 10% x 2'“ex 8Yiein.... .. $170 


Sanyo PA7215 


PA7220 80-Watt Power Amplifier 

4 channels. 20 W x 4 into 4 ohms from 20- 
20,000 Hz with <0.05% THD. Features 4 sep- 
arate 20 W amplifiers; high- and low-level in- 
puts. Frequency response 20-40,000 Hz +1 
dB; signal-to-noise ratio 100 dB; dynamic 
headroom 2 dB; input sensitivity 300-700 
mV. 7'\46 x %x 7M&sin . $160 


PA7215 60 Watt Power Amplifier 

4 channels. 15 W x 4 ch power output. Fea- 
tures separate front and rear RCA-type line 
inputs; multi-pin speaker output connector 
TBR AKOYA, jic:neceinya crops wi esciesoss $120 


PA7020 40-Watt Power Amplifier 

2 channels. 20 average W/ch from 20-20,000 
Hz into 4 ohms with 0.05% THD (per IHF A- 
202). CD-ready power amplifier with auto DC 
power control circuit; high- and low-level in- 
puts. S/N 100 dB A-wtd; dynamic headroom 
2 dB. 6'MYie x 1'o x 6% in..... $100 


SENTREK 


SPA-330 250-Watt Power Amplifier 

2 channels; bridgeable. 125 W/ch max into 4 
ohms, 50 W/ch with <0.5% THD from 20- 
20,000 Hz. Low-profile power amp features 
high- and low-level stereo inputs (DIN and 
RCA); selectable full-range or subwoofer 
modes; adjustable input sens; remote-con- 
trolled switching with LED indicator; short- 
circuit protection with LED warning indica- 
tor; gold anodized connectors; 85% x 27/16 x 
77% in .. $200 


SPA-180 160-Watt Power Amplifier 

2 channels. 80 W/ch max into 4 ohms, 28 
W~ch from 80-20,000 Hz with <1% THD; FR 
20-20,000 Hz +3 dB at 1 W. Low-profile 
power amp features high- and low-level stereo 
inputs (DIN and RCA); adjustable input 
sens; remote-controlled switching with LED 
indicator; output short-circuit protection with 
LED warning indicator; gold anodized con- 
nectors; 8% x 2% x Ss in.. . $120 


SPA-130 100-Watt Power Amplifier 

2 channels. 50 W/ch max into 4 ohms, 18 
W/ch from 80-20,000 Hz with <1% THD; FR 
20-20,000 Hz +3 dB at 1 W. Low-profile 


power amp features high- and low-level stereo | 


inputs; adjustable input sens; remote-con- 
trolled switching with LED indicator; output 
short-circuit protection; gold anodized con- 
nectors; 856 x 2HBX Jim... . cee ees $80 


SPA 070 60-Watt Power Amplifier 

2 channels. 30 W/ch max into 4 ohms; 12 
Wh with <1% THD; residual output noise 
<1 mV unweighted; FR 20-20,000 Hz +3 dB 
Features high- and low-level inputs and _re- 
mote-controlled switching . $40 


SPA-065 60-Watt Power Amplifier 

2 channels. 30 W/ch max into 4 ohms, 12 
Wh with <1% THD; FR 40-15,000 Hz +3 
dB. Under-dash amp features high level in- 
puts; boost/bypass switch; power on LEDS33 


SHERWOOD 


SCA-2100 140-Watt Power Amplifier 

2 channels; bridgeable. 70 W/ch into 4 ohms 

at | KHz with <0.2¢ » (2 ch); 140 W into 

4 ohms at IM Wise. THD (bridged 

mode). Featurts Thidhitucel pri design; 
ee ESS 
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YOINO™ 


DINOSYNYd 


QuOoNOD 


high/low gain switch; three-position mode 
switch; speaker EQ/subsonic filter circuit; 
large-wire capacity spring-loaded output con- 
nectors,; insulated fuses. FR 10-30,000 Hz; S/N 
90 dB; input sens 350 mV/1,000 mV; 8'a2 x 
344 x 9'lie in $200 


Sherwood SCA-2250 


SCA-2250 80-Watt Power Amplifier 

2 channels; bndgeable. 40 W/ch into 4 ohms 
from $0-20,000 Hz with <0.5% THD (2 ch); 
80 W into 4 ohms with <0.5% THD (bndged 
mode). Features high-power BTL design; 
high/low gain switch; three-position mode 
switch; insulated fuses. FR 10-45,000 Hz; S/N 
85 dB; input sens 350 mV/1,000 mV; 75% x 


242 x 91% in; 5 Ib $180 
SONY 

XM-1000 200-Watt Power Amplifier 

4 channels; bndgeable. 100 W/ch into 4 


ohms from 20-20,000 Hz with no more than 
1% THD (2 ch); 45 W x 4 into 4 ohms from 
20-20,000 Hz with no more than 1% THD 
Features high-energy dual-pulse power sup- 
ply; SEPP OTL output configuration; RCA in- 
put connectors; input level control; internal 
protection circuit; booster capability. S/N 108 
dB. 127% x 24% x 8¥4 in $600 


XM-801 160-Watt Power Amplifier 
2 channels; bridgeable. 80 W/ch into 4 ohms 
(2 ch); 160 W into 4 ohms from 20-20,000 Hz 


with 0.5% THD (bndged mono). Features 
low-noise wide-bandwidth circuit design; 
SEPP OTL discrete output configuration; 2 


10,000 y2F flat pack chemical capacitor; input 
ground isolation circuitry; adjustable input 
sens (100 mV-2 V). FR 3-150,000 Hz; S/N 108 
dB. 74% x2 x 1442 1n $450 


XM-701 90-Watt Power Amplifier 

2 channels; bridgeable. 45 W/ch into 4 ohms 
from 20-20,000 Hz with no more than 05% 
THD (2 ch); 120 W max output (bridged 
mono). Features pulse power supply; sEepp 
OTL output configuration; RCA input con- 
nectors; switchable input sens; flat-type ca- 
pacitors (10,000 .F x 2) in power supply; in- 
ternal protection circuit; booster capability 
S/N 106 dB. 7's x 2% x 77% in $270 


XM-641 44-Watt Power Amplifier 
2 channels. 22 W/ch both chs dnven into 4 
ohms from 20-20,000 Hz with no more than 
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0.8% THD, Features BTL output section; 
RCA input connectors; input level control; 
flat-type capacitors (10,000 WF x 2) in power 
supply; protection circuit; booster capability 
S/N 105 dB. 7&4 x 154 x 5% in $200 


XM-601 56-Watt Power Amplifier 

4 channels. 14 W/ch driven into 4 ohms from 
20-20,000 Hz with no more than 0.8% THD 
Features BTL output section; RCA input con- 
nectors; input level control; booster capabili- 
ty; compact design. S/N 75 dB. 942 x IMe x 
642 1n $130 


XM-301 28-Watt Power Amplifier 

2 channels. 14 W/ch both chs driven into 4 
ohms from 40-20,000 Hz with no more than 
0.5% THD. Features BTL output section; 
RCA input connectors; input level control; 
booster capability; compact design. S/N 85 
dB. 7'8x 1 x 642 in $90 


SOUNDSTREAM 


MCS00 600-Watt Power Amplifier 

4, 3, 2 channels. Power output: (4-ch) 150 W 
x 4 into 4/2 ohms from 20-20,000 Hz with 
<0.1% THD, (3-ch) 150 W/ch + 300 W mono 
(8/4 ohms) from 20-20,000 Hz with <0.1% 
THD; (2-ch) 300 W/ch into 8/4 ohms from 
20-20,000 with <0.1% THD. S/N 100 dB. Fea- 
tures dual soft regulated PWM power supplies 
with thermal monitoring circuitry; 3,000 W 
of discrete power transistors and no current 
limiting; 80 A rated (up to 6 gauge) power/ 
ground/speaker connectors; LSE linear sub- 
woofer extension circuitry. 1944 x 10%16 x 
35% inches 


Soundstream MC500 


D-200 200-Watt Power Amplifier 

Dual-mono; bridgeable. Power output (dual- 
ch) 100 watts continuous per ch into 4 ohms 
from 20-20,000 Hz, 140 watts into 2 ohms; 
power output (bridged) 240 watts into 4 ohms 
20-20,000 Hz; THD <0.1% from 20-20,000 
Hz at full rated power into 4 ohms. Adjust- 
able input sens. Features independent power 
supplies for each channel; 8 discrete power 
transistors each rated at 125 W; no current 
limiting; metal-film resistors; gold-plated in- 
put connectors; immersible sealed potentiom- 


eters; thermal protection, 2¥i6 x 7 x 11M 
in : srekoie inssavd . . $479 


Class-A-50 90-Watt Power Amplifier 

2 channels; bridgeable. Pure class-A_ power 

amp . s fully energized by 

powerhuddll Lbs sed ad of signal level). Ad- 

justab PNUD: | Lal ctrl ures metal-film resis- 
ANS ONSEN 


tors; gold-plated input connectors; immers- 
ible sealed potentiometers; oversize heatsinks; 
thermal protection; no current limiting. Pow- 
er output 25 watts continuous per ch into 4 
ohms from 20-20,000 Hz, 45 watts into 2 
ohms; THD <0.1% from 20-20,000 Hz at full 
rated power into 4 or 2 ohms; power output 
(bridged) 90 W into 4 ohms from 20-20,000 
Hz; S/N 100 dB. 2%6 x 7 x 6% in.... $350 


Soundstream D30 


SF90 90-Watt Power Amplifier 

Staggered 4-ch amplifier; rear amplifier can 
be bridged to 80 W continuous into 4 ohms. 
Features gold-plated RCA input; discrete 
power transistors; 2 ohm stable; no current 
limiting; adjustable inputs. Inputs accept line- 
level signal. Power output (front channels) 15 
average W/ch from 20-20,000 Hz into 4 
ohms with 0.1% THD, (rear channels) 30 av- 
erage W/ch from 20-20,000 Hz into 4 ohms 
with 0.1% THD; S/N 100 dB A-wtd. 4 lb; 7 x 
DR iXiGUEIN so vic acrmes sé oaemccionee $350 


D-100 100-Watt Power Amplifier 

2 channels; bridgeable. Power output (2-ch) 
50 watts continuous per ch into 4 ohms from 
20-20,000 Hz, 60 watts into 2 ohms; power 
output (bridged) 120 watts into 4 ohms 20- 
20,000 Hz; THD <0.1% from 20-20,000 Hz at 
full rated power into 4 ohms. s/N 100 dB A- 
wid. Adjustable input sens. All gain devices 
biased by regulated active current sources. 
Features 4 discrete power transistors rated at 
125 watts each; metal-film resistors; gold- 
plated input connectors; immersible sealed 
potentiometers; thermal protection; no cur- 
rent limiting. 216 x 7 x 6% in....... $295 


D-60 60-Watt Power Amplifier 

2 channels. Power output: 30 W/ch into 4 
ohms from 20-20,000 Hz with <0.1% THD; 
S/N 100 dB. Features adjustable input sens; 
no current limiting; bridgeable to 85 W 
mono; 2 ohms rated; gold-plated RCA in- 
puts. 2%ieo x 7x 4¥ein oo... cece $198 


D-30 30-Watt Power Amplifier 

2 channels. Power output 15 average W/ch 
from 20-20,000 Hz into 4 ohms with 0.25% 
THD; S/N 85 dB A-wtd: THD <0.1% at 1,000 
Hz. Features stereo adjustable input levels; 
gold-plated RCA inputs; remote on/off. In- 
puts accept amplified signal. 5¥2 x 12x 2% 
inches 5 Syeléiariisie 1m Rinses eee $119 


D-10 10-Watt Power Amplifier 

2-ohm rated amp for low-power applications. 
Power output: S W/ch into 4 ohms from 20- 
20,000 Hz with <0.1% THD; S/N 100 dB. 1% 
S224 KAS: oe cures ec saersuien ... $69 


SPARKOMATIC 


LC 52 40-Watt Booster/Amplifier 

Booster amp with output power of 20 W/ch; 
FR 20-20,000 Hz +3 dB; 10% THD; 44% x 4.x 
MiG MM cies SOF aphid oe srevdyareiere 6 esr $20 


SPECO 


HPA-400 400-Watt Power Amplifier 

2 channels; bndgeable. 400 W/ch into 4 
ohms from 20-20,000 Hz with 0.05% THD; 
400 W (bridged mode). Features gold-plated 
RCA connectors; DC to DC circuitry; auto 
on/off; DIN input; power on/off LED; bridge 
switch (mono/stereo). FR 20-20,000 Hz +0.5 
dB; SN 70 dB..................... $450 


HPA-300 300-Watt Power Amplifier 

2 channels; bridgeable. 150 W/ch into 4 
ohms from 20-20,000 Hz with 0.05% THD; 
300 W (bridged mode). Features gold-plated 
RCA connectors; DC to DC circuitry; auto 
on/off; DIN input; power on/off LED; bridge 
switch (mono/stereo). FR 20-20,000 Hz +0.5 
OBISN 70 GBs. c 22ccetse i vimwee tac $350 


HPA-200 200-Watt Power Amplifier 

2 channels; bridgeable. 100 W/ch into 4 
ohms with 0.05% THD; 200 W (bridged 
mode). Features gold-plated RCA connec- 
tors; DC to DC circuitry; auto on/off; DIN in- 
put; power on/off LED. FR 20-20,000 Hz +0.5 
GBYS/N’ 701GB? 65. Ss:csreos ose deees 3 $230 


TARGA AUTOSOUND 


A-9300 150-Watt Power Amplifier 

2 channels. 75 W/ch. Features floating and 
common ground inputs; pre-amp inputs; ad- 
justable pre-amp input sensitivity ..... $164 


A-9100 90-Watt Power Amplifier 

2 channels. 45 W/ch. Features floating and 
common ground inputs; pre-amp inputs; ad- 
justable pre-amp input sensitivity ..... $126 


TECHNICS 


CY-M400 400-Watt Power Amplifier 

4 channels; bridgeable. 100 W x 4 (4 ch); 200 
W + 100 W x 2 (3 ch); 200 W x 2 into 4 ohms 
at 1,000 Hz with 0.009% THD (2 ch). Fea- 
tures DIN/RCA dual input; input level ad- 
justment; slim design. FR 5-100,000 Hz; S/N 
100 dB. 10x 2x 11'Mein.. . $600 


CY-M200 200-Watt Power Amplifier 

2 channels. 100 W/ch into 4 ohms at 1,000 
Hz with 0.009% THD (2 ch). Features DIN/ 
RCA dual input; input level adjustment; slim 
design. FR 5-100,000 Hz; s/N 100 dB. 10 x 
24%x7Tin..... $300 


CY-M120 120-Watt Power Amplifier 

2 channels. 60 W/ch into 4 ohms at 1,000 Hz 
with 0.009% THD (2 ch). Features DIN/ 
RCA dual input; input level adjustment; slim 
design. Freequency response 5-100,000 Hz; 
signal-to-noise ratio 100 dB. 10 x 24% x 4'N6 
Lil < iediasrn scapes o oairdes Beeirae «e's $200 


CY-MS50 50-Watt Power Amplifier 

2 channels. 25 W/ch into 4 ohms at 1,000 Hz 
with 0.03% THD (2 ch). Features adjustable 
DIN/RCA inputs. FR 10-100,000 Hz; s/N 90 
GBA. 7 X11 X S16 Miinciacc.c cancion © scr $100 


YAMAHA 


YPA-1000 240-Watt Power Amplifier 

4 channels; bridgeable. 55 W x 4 (4 ch); 120 
W +55 W x 2 (3 ch); 120 W x 2 into 4 ohms 
at 0.1% THD. Features biamp capability; dis- 
crete amplifier configuration; switchable 2- 
way/3-D crossover; pre-out terminals; 
switchable crossover frequency —12 dB/oc- 
tave 80, 130, 200 Hz with high and low filter 
output controls; low RFI circuitry; full protec- 
tion circuitry; independent level adjustment 
from 0.2-5 V; gold-plated RCA jacks and 
speaker terminals; remote on/off switching; 
alternator noise reduction circuitry ... $499 


YPA-700 140-Watt Power Amplifier 

4 channels; bridgeable. Power output 70 aver- 
age W/ch from 20-20,000 Hz into 4 ohms 
with 0.1% THD. Features discrete amplifier 
configuration; 2-, 3-, or 4-channel operation 
(70 Wx2,35Wx2+70Wx 1,or35Wx 
4); low-imp drive capability; full protection 
circuitry; adjustable gold-plated RCA inputs; 
plug-in auto fuse; remote power operation. 
Signal-to-noise ratio 105 dB A-wtd; frequen- 
cy response 10-100,000 Hz +3 dB. 11'“ie x 
LISAG XK SAG Wis ssrsrens:s srasarerars waversiche $369 


YPA-600 50-Watt Power Amplifier 

2 channels; bridgeable. Power output SO aver- 
age W/ch from 30-20,000 Hz into 4 ohms 
with 0.03% THD. Features built-in subwoofer 
crossover network with selectable roll-off fre- 
quency. Adjustable input levels; thermal pro- 
tection circuit; gold-plated RCA jacks. Inputs 
switchable to accept line-level or amplified 
signal. S/N 90 dB; speaker imp 4-8 ohms; sub- 
woofer crossover 80/200 Hz; 150 W mono 
with 0.03% THD at 1,000 Hz, screw termi 
nals. 6 Ib; 8 x 2'S46 x 984 In .. $289 


YPA-300 80-Watt Power Amplifier 

2 channels, 40 W/ch at 1% THD. Features 
low REI circuitry; full-protection circuitry; in- 
put level adjustment from 0.2-5 V; gold-plat- 
ed RCA jacks; remote on/off switching; alter- 
nator noise reduction circuitry avea DIDO 


YPA-200 40-Watt Power Amplifier 

2 channels. 20 W/ch into 4 ohms with 0.5% 

THD. Features discrete amplifier configura- 

tion; full protection circuitry; gold-plated 

RCA inputs) hpht SE ya astment; plug-in 

auto fuse; remhatT PONT oye puon $129 
ANS 
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YPA-100 24-Watt Power Amplifier 

2 channels. 12 average W/ch from 20-20,000 
Hz into 4 ohms with 0.5% THD; S/N 100 
dBA. Features discrete amplifier configura- 
tion; protection circuitry; gold-plated RCA 
inputs; adjustable inputs; plug-in auto fuse; 
remote power operation. FR 20-20,000 Hz +0, 
-1 dB. Me x 1% x 3% in : P $85 


ZAPCO 


Z220 220-Watt Power Amplifier 

2 channels; bndgeable. 110 W/ch into 4 
ohms from 20-20,000 Hz with <0.01% THD 
(2 ch); 275 W (bridged mono). Features 100- 
A rated output stage; balanced differential in- 
puts; power on/off muting circuit; short cir- 
cuit, reverse, overvoltage, and DC protection, 
symmetrical circuitry for low THD and TIM; 
gold-plated RCA inputs; barner-stnp speaker 
connectors; S/N 110 dB; IMpD 0.005%; input 
sens 200 mV-2 V, adjustable; slew rate 60 V/ 
Ms stereo, 120 V/us mono; damping factor 
>600 from 10-5,000 Hz; power bandwidth 
10-100,000 Hz. 12 x 842 x 3 in $625 


System 200A Amplifier 

2 channels. 100 average W/ch from 16- 
20,000 Hz into 4 ohms with 0.03% THD (per 
IHF A-202). Class AB power amp with low 
distortion and hand-selected components. 
The ESM energy storage module extends full 
power bandwidth to 16-20,000 Hz. Inputs ac- 
cept amplified signal. S/N >115 dBA; slew 
trate 50 V/us. 8 x 24% x7in.... . $620 


S-80 80-Watt Stereo Amplifier 

2 channels; bndgeable. 40 W/ch into 4 ohms 
from 20-20,000 Hz with <0.03% THD (2 ch); 
120 W into 4 ohms from 20-20,000 Hz with 
0.05% THD (bridged mono). Features 50-A 
rated output stage; balanced differential cir- 
cuitry; power on/off muting circuit; short cir- 
cult, reverse, overvoltage, and DC protection; 
symmetneal circuitry for low THD and TIM; 
gold-plated RCA inputs; barner-stnp speaker 
connectors; turn-on delay. S/N 105 dB; IMDb 
0.005%; input sens 200 mV-2 V, adjustable; 
slew rate 30 V/us stereo; damping factor 
>400 from 10-5,000 Hz; power bandwidth 
10-100,000 Hz. 84s x 64 x 2in.. . $295 


M-80 80-Watt Subwoofer Amplifier 

Monaural amplifier with active electronic 
crossover, Features 50-A rated output stage; 
vaniable electronic crossover (25-500 Hz), 
balanced differential circuitry; power on/off 
muting circuit; short circuit, reverse, over- 
voltage, and DC protection; symmetrical cir- 
cuitry for low THD and TIM, gold-plated 
RCA inputs; barrier-strip speaker connectors; 
turn-on delay. Power output: SO W into 4 
ohms from 20-500 Hz with <0.03% Trip, S/N 
108 dB; imp 0.005%; input sens 200 mV-2 V, 
adjustable; slew rate 30 V/s stereo; damping 
factor >400 from 20-500 Hz; power band- 
width 10-SO0 Hz. 8¥s x 644 x 2 In $235 
M80+. As above with adjustable gain con- 
(ONS. s vaio : $275 
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